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INSTITUTE 
A SUCCESS 



J. E. Barrett, of Prairie View 

is Elected President of the 

Farmers' Institute 



IMPORTANT PLANS TALKED 



■Under the r{ew Plan There Will 
One Active Worker from 
Each Town 



be 






AGAINST 
UOR SALES 



Petitions For Local Option ' 
Fight in the Spring 



145 SALOONS 



The annual Lake county Farmers* In- 
atitute cIoBcd laat F;riday, February 6, 
at Gurnee. Meetings have been held 
this year at Prairie View, Rockefeller, 
Ku3seU and Gurnee, at all of these 
places the attendance has been larf^e 
probably will break the record, the in- 
terest has been Jcecn and the addresses 
the very best; the officers in charge 
are to be commended for the arrange- 
ments and the choice of speakers. That 
their elTorta have been appreciated is 
Evidenced by the satisfaction that has 
been expressed by those moat interest- 
ed in the pronation of the interests of 
the farmers. There has been much 
friendly discussion which is one of the 
most healthy of indications, speakers 
have been challenged for some of their 
statements and have been obliged to 
make good any /assertions, that may 
have seemed out of the ordinary. 

At all of the meeting local talent 
had taken an important part in all the 
programs. Mr. Mason of Elgin, one of 
the best known.dairymen of Illinois.has 
been present at alU meetings, and has 
siven some of the best instinction and 
advice that could be given to milk pro- 
ducers. One of the members of the 
Chicago board of health and thechem- 
is;,jf the board were present at Gurnee 
and made sediment bacteria tests of 
many samples of milk; their work 
created much interest and the tests 
were eagerly watched by those inter- 
ested; this feature of the institute's 
should be continued next year .as the 
work is of vital interest to Lake coun* 
ty dairymen. 

Mrs. H. A. McKeene of Springfield 
the president of the Domestic Science 
department of the Farmers Institute 
was a speaker at all the place.t and her 
addresses and instruction were greatly 
appreciated by women in attendance. 
, Mr. E. A. White of the Farm Me- 
chanics department of the State Uni- 
versity at Urbana and a son of David 
White of Antioch, handled his subject 
of "Improvements for the Farm 
Home," very ably; he is considered an 
authority on that subject and his talks 
were well received, 

Rodney B. Swift of Libertyville, a 
recruit to the ranks of institute work- 
«rs,is a pleasing speaker and has some- 
thing worth while to say at all times; 
his great interest arid ability make him 
a valuable addition to the working force 
for better things for the farming com- 
munities. , '. - 

The president elected for next year 
is J. E. Barrett of Prairie View, he 
succeeds A. E. Jack who Is now secre- 
tary of the Milk' Producers association 
and lives in Chicago. Mr. Barrett is a 
successful farmer, is aggressive and 
awake to the Interest of the rural 
neighborhoods. His motto is: "The 
Best is None too Good for Lake Coun- 
ty.V '■:'■■-_,; ■" - ■ :-.;■--; 

Leslie S. .Bonner of Millburn, was re- 
elected secretary; to his efforts, more 
than anyone's is due thn success of the 
institutes for the last few years; it was 
his request that ho bo excused from 
further service but the unanimous vote 
of the gathering induced him to change 
his mind. ' 

C. Ames of Grayslake was re-elected 
treasurer. 

In the organization of the board of 
directors a change has been introduced; 
in the future one member will be elect- 
ed from each, town under the title. of 
vice-president It is hoped that this 
body will be the boosters of the associa- 
tion, will rIvo publicity to the meetings 
In their own neighborhoods' and use 
their influence to support for the as- 
sociation. In the selection of the mem- 
bera of this committee an effort was 
made to have all interests represented, 

among the number will be found the 
wealthy agriculturist, the dairyman, 
tt\o stock breeder arid the merchant 
A largo number of the members are 



VOLO WOMEN 

WILL GET HEAVIER 

PUNISHMENT 

The five Vola women who recently 
were found guilty of riding Mrs; John 
Richardson on a rail omi whoa few 
days ago wore fined $100 and costs each 
by Circuit Judge Donnelly are not to 
be allowed to escape with this punish- 
ment if Mrs. Richardson has anything 
to say about the matter as her attor- 
neys have made arrangements to have ; ___^ 

Mrs. Richardson's $100,000 suit against' 

ZlntZmrlZrT'''' '" ''""" , A" County Towns Have .-Rfed 

Mrs, Richordson is represented by! 
Robert Cantwell and Forest G Smith, 
two well known Chicogo attorneys and 
by E. V, Orvis of Waukegan. Mr. 
Orvis has'redeived notice that he has 
been selected as the Waukegijn council, WILL FIGHT 
and he wna instructed to take the nec- 
essary steps to have the case come to 
trial at the next term of the court. 

Mrs. Richardson claims that the al- 
leged treatment she received at the 
hands of Volo women vigilantes and-the 
dnmoge to her reputation entitles her 
to the damages she asks. The case 
promises to be fully, if not more sensa- 
tional,' than the original hearing on a 
criminal charge. 

Friends of Mrs. Richardson declare 
that the fact that the Volo women were 
found guilty of the criminal charge and 
were given heavy fines which they 
must pay orgo to jail unless Judge Don- 
nellf takes pity on them, aids Mrs. 
Richordson's clyll suit They say it 
will be necessary merely .to bring out 
the same testimony in the damage 
action. 

The Volo women all protest they have 
no money to pay the fid^s assessed 
against them. How they could pay 
any damages that might be returned 
against them is hard to see. 



Hot Campaign Is Looked for and 
Speakers Will be In Ihc Field 
In Each Township 



Many 



Dies on Necessary Trip 

John McConn, a man of 50 year8,who 
for the past year had Uved in'a small 
shack near the blacksmith shop at Rus- 
sell, died in the Jane McAlister hospi- 
tal, Waukegan, Monday evening at 8 
o'clock from pneumonia, with .which it 
bad been found he was suffering sin6e 
the previous Thursday. 

McCarin" had lived in the village a 
year,, living alone, being the town's 
only "real bachelor who "batched It" 
Lately, however, he happened to have 
a friend staying with him ^nd th^, 
friend was there when McCann was 
taken sick with pneumonia. His condi- 
tion grew worse and finally on Monday 
it was decided that his shack was no 
place for him and he was bundled up 
and sent to Waukegan 

VenomouB Mexican Scorpions. 
There are several varieties of scor- 
pions Id Mexico, some of tbem exceed- 
ingly venomous and others little fear- 
ed. In the neighborhood of Teplc tho 
virulent centurls graclllls abounds, 
but It is little known about the mora 
northern state of Sonora. It Is one of 
the most venomous creatures la the 
world. 



Friday. Feb. 6, wps the last day of 
which petitions under the local option 
law could be fded, giving the voters a 
chance to vote on the prohibition ques- 
tion on. April 7th next and as a result 
of the final date being passed now, it 
developes that these towns In Lake 
county, having filed petitlnns with suf- 
ficient number of signers, will vote on 
election day as to whether the sale of 
liquor will continue in the township or 
be done away with by the law: 

Waukegan, 888 signers. 

L.ake Villa, 63 signers. 

Libertyville, 159 signers. 

Wauconda* 54 signers. 

Antioch, 167 signers. 

Vernon, sufficient signers. 

Avon, 132 signers. 

Grant, 52 signers. 

Ela, sufTicient signers. 

West Deerfield, 43 signers. 

In other words, every township in 
Lake county, where there are now sa- 
loons will vote on the question of 
"shall we be 'dry' or not" 

The existence of 145 saloons is the 
issue! 



MID-WINTER MEET 

OF TEACHERS TO BE 

AT LAKE FOREST 

The mkJ-year meeting of Lake coun- 
ty teachers is announced for Friday, 
February 20, at Lake Forost. An un- 
usually strong program Is presented 
and the day should be one of pleasure 
and profit to the teachers. 
. One of the advantages offered will 
be the opportunity to vfjit the beauti- 
ful school buildings in Lake Forest; 
the John J. Halsey school was opened 
last year and has os many attractions 
as the older building the Gordon school. 

In the kindergarten deportment Miss 
Edith Harvey with the assistance of 
Misses Millar and Wenban. will give 
an hour's demonstration of games. 
sinKing and hand work with the little 
folks. 

The pupils of the upper grades will 
give a steropticon exercise, having as 
their subject thfe 'Masters of the 
World.' ^ 

Mr. H. L. Walker who has been In 
charge of the instruction in music in 
the schools of Lake Fprest for several 
years will have several of the classes 
sing for the teachers. 

Miss Margaret Peters teacher of 
gymnastics in the London avenue school 
Highland Park, is to bring two of her 
cIbsspb and will give an exhibition of 
the work that is done in thot school. 

Pres. L. C. Lord of the Eastern Illi- 
nois Normal school at Charieston. Illi- 
nois, will be the speaker of the day, 
speaking in the mori.ing and afternoon. 
Mr Lord is regarded as one of the most 
able speakers among Illinois school 
men and the teachers are to be con- 
gratulated on having the opportunity 
of hearing him. 

Col. George Shields of New York, the 
president of the League of American 
Sportsmen will lecture in the after- 
noon. Mr. Shields will use a stere- 
opticon and will show about one hun 
dred beautifully colored slides depict- 
ing bird and wild animal life. 
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BADLY HORT 
BY CAR 



LA PLANT-DALGAARD 
WEDDING OCCURS 

WEDNESDAY NOON 

The LaPlant homo in Antioch was 
the scene on Wednesday noon February 
n, lOU, of one of the prettiest wed- 
dings that has ever been held in this 
community. At this time their daugh- 
ter Miss Linda Ruby, became the bride 
of Mr. Andrew C. Dalgaard. 
I Nothing was omitted to make the 

__ occasion pleasant and to start this 

/ I worthy young couple out in the married 

Mrs, Adam Johnson^ Age 40, relations under the most favorable 

Dies in Hospital, No Med- .^°"'^*''0"«- R«^- Stixrud performed 



ical Aid is Allowed 



ELDER AND HUSBAND PRAY 



Woodmen Elect Delegates 

Lake county Woodmen this week are 
holdinjg their annual meetings for the 
purpose of electing delegates to the 

Q. ,, ^. .,....,. ..-"""^y""^^"*'°"*o'3^ held at Antioch 

-Shall the county be -dry" in Us erf- (-Wednesday, 'April 1st: There will be 
tirety? Or, how many of the ten pre-! one delegate to every twenty-five mem- 
sent 'wef towns shall remain 'wet' -hers in the order, and as there are 
and how many shall go "dry?" | about 2,500 members in Lake county it 

Inquiry made shows some interesting is seen the number of delegates chosen 
facts in connection with the movement,' will be about 100. Then, this county 
to make the entire county "dry," for convention will elect five delegates to 
thats what it means in case the Pro- the state convention-which will be,held 
hibitionlats should carry every town- 1 at Rock Island, Wednesday, May 6th. 
ship election on April 7th-lt would Inquiry as to the status of the rate 
mean tha^t there would not be a licensed 'question in Lake county reveals the 

fact that the chances are no Lake coun- 
ty camp will take formal action on the 



Her tlusband Has no Chance For Damages 

When Efforts to Save Her Life 

Were Refused 



the impressive ceremony. The bride 
was gowned in pale blue messaiine and 
looked her prettiest 

They were attended by Mr. Thouald 
Laursen and Mr Harry Radtke and the 
Misses Bertha LaPlant, aisterof the 
bride, and Marie Savage, cousin of the 
bride from Kenosha, Wis., Who were 
beautifully growned in pale plnlc/ mess— ; 
aline. The wedding march "Love and 
Flowers," was played byMra.b;'E. 
Savage of Kenosha, Wis. 

After the ceremony and congratula- 
tions, the company enjoyed a wedding 
feast at which all the delicacies ot the 
season were served. .^' 

A large number of beautiful and sub- 
stantial tokens of respect were award- 
ed the happy couple. . -' 

The bride was born and brought up in 
Antioch and has been a favorite In the- 
community. The groom has made Anti- 
och his honie for a number of years and 
is a highly respected young man. 

Mrs. Dalgaard Is the daughter of Mr. 
and Mrs. Sol Lal'lant, who are among 
the best known residents of Antioch. 
She is an accomplished young-lady, is a 
lover of home life and will make the 
LaPlant farm a*hospitaMe place, as 
they nave rented the farm of the bride's 
father and will be at home to their 
friends in their new home as soon as the 
house is Hnished, which will be about 
March first 



Will Save His Money. 
*^We must try to keep business out 
of politics," said the patriotic cltl- 
xen. "Yes," replied Mr. Dustln Stox, 
"and I'm going to help you. I'm not 
going to have any more candidates 
afraid to speak to me en the street 
simply because I subscribed to their 
campaign funds." — Washington Star. 



Character Told by the Hair. 
Men with' flne dark brown hair 
make the best busbauds. They are 
alert, thoughtful and unaeiasb. The 
man whoso balr turns gray early in 
life Is almost Invariably a good fel- 
low. Ho Is likely to be nervoua but 
Intelligent and very honorable. 



saloon left in Lake county for the Pro- 
hibition forces have seen to it that 
every township where saloons now 
exist will fight out the Issue and fight 
it to a finish. 

When one stops to think that every 
township in Lake county where there 
are saloons is to "go to the mat" on 



matter unless it be that the county 
camp instructs its delegates to vote for 
candidates for offices who either oppose 
or favor the proposed rate chanfee. 
The Lake county camps as a whole 
have always opposed the rate changes 



this big issue, it shows how important : hence, if instuctiona are given, it surely 
the matter is. If a person intimated a will be in opposition to the proposed 



Fixed for Life. 
"It's lucky I should meet you. Smith. 
There's a little bill you owe Tlmklns, 
the tailor. He's commlssloaed me to 
collect It." "Has, he, old man? Well. 
I'm glad you've got a permanent Job at 
last"— London Tatler. 



> 



(Continued on page four) 



The Hard, Knocka. 
"This old world at be^t la only an 
anvil and life a aor' of Plutonian 
blacksmith that, with varying blows, 
otrlkes. us Into form. The blow that 
hurts us most muy shapo us best"— 
Exchange. 



How It Happened. 
Ethel— "Did you know Josle had 
thrown Frank over?" •.Mabel— "Good- 
ness, nol Why?" Ethel— "Oh, tho 
wretch stopped calling and wrltlngi 
and all that, I understand." — Judge. 



Dall/ Thought. ' 
Never bear more than one kind of 
trouble at a time. Some people hoar 
three— all they have now, all they 
ever had, and all they ever expect to 
have. 



few years ago that such a thing was 
possible people would probably have 
said "you're crazy." But. such is the 
fact— the whole country is facing the 
issue squarely through the local option 
law 

It was expected that Waukegan, Lib. 
ertyviile, Avon and possibly Antioch 
would be'includcd in the list, but Grant 
it was hardly expected by the "wets" 
that that township would also be in- 
cluded. But it was-52 signatures were 
all that were needed, there having been 
203 votes cast at the left election. Thus 
the issue ^will be fought hard in Grant 
and resort owners naturally will line up 
against making the township "drv" 
as they claim It nieans they will be 
forced out of business. 

The "drys" figure that the resort 
business will be better without saloons 
than with them. And thus the matter 
stands, the votes on April 7lh to decide 
the matter. 



raise. 



Sudden Death of Harvey Wilton 

Sunday afternoon Mr. and Mrs. 
Edwin Wilton recived the sad news of 
the death of their youngest son, Har- 
vey, at his home at Utica, Neb. Up to 
the present time few particulars have 
been learned, it being only known 
that he was ill but a couple of hours 
and that his death was due to heart 
trouble. In our next publication 
will be able to give more definite 
formation. 



we 
in- 



Gets Three Year S.entence 

Arthur Garev, 38 years old, of Chica- 
go was sentenced to three' years at 
Foji't Leavenworth prison for violation 
of tho Mann white slave act* LaUra 
Fleuker, 18 years old of Silverlake, 
Wis., was y^e girl whom Carey was 
convicted of transporting to Minneapo- 
lis for immortal purposes. Federal j 
Judge F. A. Gcigor said that the case 

brought to light the most fiagrant vio- 
lation of tho law since its enactment, 
but out of sympathy for the wife and 

three children of tho convicted man, 
now living in Chicago, he gave only a 
light sentence. Chicago officials were 
also after^Carey on a similar charge. 

Surprised Explorer. 
An African explorer found a very 
modern American sewing machine be- 
IpK operated by a woman In a native 
TlUirge In the heart of the dark coa* 
tluent 



In One Way She ReiemblcB Mother. 
:A young man on the South Side, 
newly married, was asked If his wife 
could make pie like his mother used 
to make. "Well, I don't know about 
that," he eald, "but she can make 
about the same 'holler' when 1 track 
mud Into the house."- Kansas City 
Star. 



Costly Justice. 
A colored gentleman, on trial for hia 
Uffe In a remote Tennessee town, was 
asked by the judge if he had anything 
to say, whereupon 'ho replied: "All I 
haa to say Is this, Judge: If you bangs 
me, you hangs the best bass singer in 
Tennessee."— Everybody's Magazlue. 



Bather Spoiled tho Effect 
"My wife was to give a rose tea, 
overything scented with roses." "A 
delicate conceit." "Yes. hut things 
went wrong. , The people In the next 
flat took that occasion to have onions 
and cabbage/'^Kansas City Journal. 



Varying Effocti of Diet 
The heart of the vegetarian Is said 
to beat on an average of 68 beats to 
tho minute, while that of the meat 
eater averages 72, a difference oE 20,- 
000 beats In 2f hours. 



/ 



Mrs. Adam Johnson, aged 40, a de- 
vout follower of Voliva, was struck by 
an electric car at 33rd street station. 
Zion City, Monday morning at 6 o'clock 
and death resulted at 10:30 in the Mc- 
Alister hospital whether she was rush- 
ed after the accident 

The possibility of saving her life 
thrmigh surgicol resources and applica- 
tion of scientific treatment wa«4 pre- 
vented by the appearance of Elder 
Robins of Zion City and the unwilling- 
ness of her husband 'to permit Dr. 
Knight the company's surgeon, to ad- 
minister even the simplest medical 
treatment Thus, she died inthe.hos- 
pital, the first case of the kind in years 
where a surgeon stood helplesly by, 
willing yet prevented from doing any- 
thing to save the unfortunate victim. 

The woman was the mother of a IG- 
year old daughter, and had been em- 
ployed at Lake Forest as laundress; she 
was enroute there when the accident 
occurred. With her husband she hod 
gone to the station to take the electric 
ear south. He was going to Waukegan. 
They saw the southbound car approach- 
ing and when'it was abbiit^ime to cross 
from the depot to the south-bound plat- 
form, they started across the tracks, 
the husband preceedine. They failed to 
note the approaching express car 
from the south, and while the husband 
go» safely across the woman was hit by 
the car which was going 45 miles an 
hour. She was thrown 60 feet when 
picked up was terribly hurt and un- 
conscious. 

The elder and her husband started 
praying fervently and the woman her- 
self regained partial consciousness a 
number of times and seemed to join 
feebly in their prayers. She did not 
ask for medical assistance. 

Dr. Knight, as. the company's physi- 
cian, endeavored to give her the nec- 
essary assistance. 

His first desire was to give her a salt 
solution but the elder protested. 

"You wouldn't refuse her a glass of 
water, would you?" asked Dr Knight 
Hesitatingly, the elder replied: 'No.' 
"Well, this salt solution I desire to 
give in an effort to revive her. is noth- 1 at the home at 1:30 o'clock and at th« 
mg more than salt water," explainedjM. E. church at2 o'clock Wednesday 
the doctor. afternoon, with Rev. Stjxrud in charge 

and a large cortege in attendance. The ' 
remains being carried to its last resting 
place bv two uncles and two couoihs. 
The burial was at the Liberty cemetery*' 
Mr. and Mrs. Drom have the sympathy * 
of all in their bereavement. 
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Roman Catholic Church for Zion 

Although the greatest secrecy haa 
been maintained up to the present time 
it was learned this. week,r»non good 
authority that arrangements have'b«!en-' 
practically completbd to 'launch- a 
Roman Catholic church in Zion City, 
and most unusual of all. It will be 
located almost under; the nose of Wil- 
ber Glenn Voliva. providing the pro- 
moters are successfully in securing ^the 
site for which they are negotiating. ^ 

The site selected is on. Shiloh boule- 
vard on the large tract of land adjoining 
the property foroperly occupied by John 
Alexander Dowie, Just how far th» ' 
deal has progress'ed cannot be learned^ 
owing to the secrecy being maintained, 
but those on the inside declare it is.pra-' 
ctically closed. 

Death Claims Infant Child 

Last Monday morning death claim*'^*! 
ed the youngest son of Mr. and Mrs, 
Wallace Drom, after an illness of only 
a'few days, peritonits, being the cause. 

James Arthur as he was called waa, 
three years, six months and nine' daya 
«ld and was the youngest in the home, 
and his death, is a sad blow to the 
family. The funeral services were held 
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"But we don't care to have her giv- 
en any medical assistance or have a 
doctor attend her, "explained the elder. 
"If God wants her, he continued, "he 
will take her anyway." 

"Well, that's a ■ mighty fine religion 
you have," said the doctor, willing to 
help her, but powerless seeing that the 
husband backed up the elder, for that's 
what he did. 

It was the intention of the 
to 



' .V 
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A Remarkable Source V - ' 

Look to any quarter and ydii will not 
find quite the same quality and quan-^ 



adminiat« the salt solution and' "'\°* """"'"K ™V."i J"i"u^'^°^''""'"* 
bring herback to her senses, then, if i "'"'""'""'" Provided by Tha^^ Youth's 
advisable, operate on her limbs, but 1 1:".""""""'"- I" P^viaion Bn| purpose 

the resistence of the husband ^ndl " '°, "'^ ""'. ? T""-', f ''^ ""** 
preventing him, made his ser- lyholesome f.ction. Information,;at hand 



elder in 

vices unavailing and the woman diedt 
as was expected would be the case if 
not properly treated. ». 

In face of the refusal to let the com- 
pany's surgeon attend the injured wo- 
man, Johnson has removed any possi- 
ble chance of getting damages for his 
wife's death. Under the circumstances, 
nojjury would give a verdict against 
the company when efforts to save her 
life through modern means, was ab- 
solutely refused. So Johnson has lost 
his wife and also any possible monetary 
damages he might have recovered oth- 
erwise. 



Institute Wants $300 

The board of supervisors many yearsi 
i^go appropriated $76 a year for the 
Farmers' Institute of Lake, county, but 
the institute held last week under the 
auspices of the association, adopted a 
resolution asking the board to increase 
the annual appropriation to $300. This 
resolution was aldopted unanimously at 
the closing session. 



that busy people want Erfodgh of 
editorial comment of science, .and ,of 
events to keep one abreast of the day. 
Special family pages, boys' pages and . 
girl's -pages. The editorial page is un- 
surpassed by that of any other publica. 
tion. This year there are to be eight 
fine serials, 250 shorter stories, besides 
articles of travel and information, and 
1000 bits of fun. 

A year of The Youth's Companion as 
it is today will make the finest Invest- 
ment for your family including all ages. 

11 you do not know the Companion, 
let us send you three current issues 
free, that you may thoroughly test tha«ir 
paper's quality. 

The Youth's Companion, 
144 Berkeley pt, Boaton.iMaaB^ 
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Solemn Thlnfl. 
When you have time to do ItthlnH 
of the number of men who live to be 
Blxty years of age without ever hft* 
ing called doyens of anything. 
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THE ANTIOOII NEWS, ANTIOOH, ILL. 



BAi HEAD JAILED 



PRESIDENT RAINE OF WRECKED 

MEMPHIS rNSTITUTION 

ADMITS HIS GUILT. 

SHORTAGE IS NEAR MILLION 



TAMPICO AGAIN THREATENED BY THE REBELS 



Defnulter Goes to Jail WMIinoly and 
Makes No Effort to Got Ball— Cot- 
ton Speculation Causes Hit 
Downfall. 



V. 



Memphis. Tonn., Feb. 11.— Acting 
tindt'r HuporvlBloa of .1. I*. Ilutton, 
Btiiic Huiieriiiteiidont or Inuika iinil ru- 
celviT for tlio Jlercantilo li;ink. oin- 
ct'rs of the Institution, \fhlch cloaed Its 
(loin'K Monday morning, are t-xamin- 
InK tlu' hookH In an olTort to deti»raiino 
tht* oxact amount of shortiiK*\ for 
whli:h V. Hunter ilaliit', prfwhlent of 
thf bank, aaaorta ht» alone l« rospon- 
Blbht. 

Cnncral Indlcationfi are. It Is said, 
that the audit will show a dollclt U\ the 
neighborhood of $1,000,000. 

Mr. Ualno has made no effort to give 
bail. accordlnR to attaches uf the oriin- 
. Inul caurt. lie was arrested on a 
bench wiirrant charging enihezzhMuent 
of S7SS,S04.7C of the bunk's funds, and 
■\vn» taken to the county Jail. 
f ThH bank president was escorted be- 
fore Judge Palmer by Sheriff Tate and 
Beputy Sheriff M. W. I'alnier. Taking 
the warrant under which the banker 
■was arrested and which was sworn out 
by Allornoy General Ketes. the court 
read ihe document to Mr. Ilatne and 
asked him if he had anything to say. 
"I am guilty," replied the banker. 
'•.Mr. Attorney General." continued 
the court, ''what bond do you recom- 
mend?" 

llefore the attorney general could 
reply the banker interrupted with: "I 
don't want to give bond; I want to go 
to jail." \ *. 

. He was taken to the Jail by Deputy 
Sheriff Palmer. 

Criminal proceedings against the 
banker came as the culmination of 
the bank's failure. 

The bank xvas omclally closed fol- 
lowing an order by the board of direc- 
torn, who subsequently hied a hill "In 
chaucer>'. charging C. Hunter Ualue, 
Iiresident of the institution, with hav- 
ing lost, through cotton eiwculatlons, 
«7Sii,804.7C of the bank's fundL. 
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Manager of Commissary Department 

Is Charged With Having Ac- 

cepted Gratuities, 

Panapia, * Feb. 11. — Col. George W. 

'-Gcfelhals, chairman of the I*anama 

canal commission. ■ suspended John 

Iturke. manager of the commissary 

department 

Colonel Goethuls' action came at 
the conclusion of the hearings which 
gavp Uurko a chance to clear him- 
Keir ot the charges, that he had ac- 
cepted gratuities and had been guilty 
of irregular business transactions. 
Colonel Goelhals also suspended W. 
F. Shipley, chief clerk of the sub- 
^Isieace department, the reason given 
being "incompetence."' 

When Colonel Goethals confronted 
Jiurke with the evidence the latter de- 
clared: 

"I can look you or any other man 

in the eye and tell you r am Innocent. 

1 have never taken a cent of money 

in uiy life, and I will go before any 

"ccii/t for vindication." 

Watihington, Feb. 11. — Colonel Goe- 
thals, at the direction of Secretary 
Garrison, will turn Burke's case, over 
to the United States attorney at New 
York. 

.New York, Feb. U.— United States 
District Attorney H. Snowden Mar- 
shall itaid that part of the documen- 
tary evidence In the Burke case had 
already been forwarded to him, and 
that as soon as he received the rest 
he would take action. 
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SENATE VOTES BIG WAR FUND 
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Increases Are Made to Meet Possible 

Estimate for Army of 500,000 

Men. 

)Vaahington, Feb. 11. — The senate 
]iatist>d the fortification appropriation 
bill carrying $6,895,200 and materially 
'Increasing the house appropriations 
for artillery and ammunition. Senator 
Bryan aald the Increases were made to 
meet as nearly as possibie the esti- 
mate for an army of 500,000 men. 

"If there are only 76,000 men In the 
army now, why should we have an 
army of 500,000 men?" asked Senator 
Sheppard. 

"So as to be prepared for war," re- 
plied Senator Bryan. "While we had 
only 20,000 men operating around San- 
tiago in the Spanlsli-Amerlcan war, we 
had about 250,000 men enlisted. With 
this allowance of guns America stlli 
would have fewer guns per man than 
any other (Irat class power. U'e would 
havi- iibout the same proiiorUon us Hul- 
garia und Servla. We should remem- 
ber it takes years to nuike these 
gun«." 



U. S. Army Aviator Killed, 
San Diego, Cal.. Feb. II.— Lieut. H. 
B. PoHt, of tlio Wright camp of the 
aero corps, U. S. A., fell f.OO fisct Into 
the buy and was instantly l;llled., 
Lieutninnt Post was taken frou) the 
bay dead half an hour after he fell. 



Senate Body Favors Lobtnger. 
Washington, Feb. 11.— The' nomina- 
tion of Charles S. Loblnger of Nebras- 
ka, named by President Wilson to' he 
JudKe of the United States consular 
court In China, was* reported favorably 
by the senate judiciary committee. 





I .*l'"?!'"^. of Tampico gathering In olarmed crowds to dlacuss the news that the Mexican rebels are again advono- 
inj td attack that city, American warships were hurried there from Vera Cruz. 



SCHMIDT MUST DIE 



FORMER PRIEST, CONVICTED OF 
MURDER, IS UNCONCERNED. 



Will Go to Electric Chair— Brutal KIM- 
Ing of Anna Aumuller, Was Com- 
mitted on September 2. 

New York. Feb. 7.— Hans Schmidt, 
former priest, was found guilty of mur- 
der in the ilrst degree Thursday fpr 
killing Anna Aumuller, a young wom- 
an he had married through a self-per- 
formed ceremony while acting aa a 
priest at St. Joseph's church. 

The penalty for the crime Is death 
In the electric chair at Sing Sing 
prison. Ho will be sentenced next 
Wednesday. 

Schmidt, whose defense was Insan- 
ity, laughed bitterly when the verdict 
was pronounced. He had steadfastly 
declared himself guilty and nt his ar- 
raignment before being held for the 
supreme court pleaded that he be pun- 
ished by death. Later he protested 
against the Insanity defense advanced 
by his council, and said ho would not 
assist them In any way If they pre- 
pared an appeal. 

This was the second trial and the 
Jury was out a few minutes less than 
five hours. At the first trial the jury 
disagreed. Alienists for, the prosecu- 
tion and defense supplied moat of the 
testimony at both trials. 

A. G. Koelblo of Schmidt's counsel 
asserted after the verdict that owing 
to the former priest's persistent si- 
lence concerning the crime It had not 
been possible to place all the facts 
before the Jury. He said Schmidt 
was not guilty of murder, but had 
shielded a pliysiclan after the wom- 
an's death. She was not murdered, 
the lawyer declared. 

"Father Schmidt will never go to 
the electric chair," he added. 



MEN FACE PON 



NEW YORK SURREME COURT UP- 
HOLDS OLD LAW AT TRIAL 
OF POULTRY DEALERS. 

DEFENDANTS ARE WEALTHY 



ALIEN BILL IS HALTED 



Law Fifty Years Old Is Invoked to 
Send Violators to Cells for Three 
Months for Forming Combine to 
Restrain Trade. 



SPARKS FROM 

THE WIRE 



Lima, Peru, Feb. C.— The Peruvian 
ormy mutinied here on Wednesday 
and Joined the revolutionists who have 
been besieging the city for several 
days. The government was overthrown 
within an hour after the soldiers mu- 
tinied by the capture of President 
Qulllermo Billlnghurst 

Alexandria. Ind., Feb. 7. — The Elks' 
home here, a tnree-story brick build- 
ing In the business center of the city, 
was destroyed by fire. Thg loss la 
estimated at $50,000. 

Now York, Feb. 7.— Forty tenants 
had narrow escapes In an Incendiary 
Are which swept through the five 
story apartment house at 100 West 
Seventy-first atreet- 

Washington, Feb. 7.— President Wil- 
son favors an exhibit by the United 
States at'the exposition' to be held by 
Panama In celebration of the opening 
of the canal. 

Gait. Ontario, Feb. 7.— The plant of 
the Shuriy-Dletrlch company, bed man- 
ufacturers, was destroyed by lire with 
(200.000 loss. 

WIlHamBon. W. Va., Feb. 9.— Daniel 
Adams was shot dead by William Ack- 
ernian, whom he had mortally wound- 
ed in a quarrel at Matnwan. The two 
had been playing cards. 



New York. Feb. 9.— The supreme 
court of the appellate division upheld 
on Friday the conviction of IV. mem- 
bers of the "poultry trust" for violat- 
ing tlie laws of New York by forming 
a combination to restrain trade. The 
13 defendants, several of them mil- 
lionaires, must serve a three months' 
prison term on Blackwell's Island and 
pay a fine of 5500 each. 

They were .convicted under a law 
that has been on the books of New 
York for fifty years. This is the first 
time that a trust magnate was ever 
sentenced to prison for personal guilt. 

The men who must ser^'e sentences 
are Erving V. Dwyer and A. G. Dwyer 
of Bayonne, N. J.; Charles Weat- 
berg of Kosedale. N. J.; W. W. Smith 
of Hoselle, N. J.; Charles R. Jewell of 
Belmar. N. J.; James R. Norrls of 
Brooklyn; William II. Horrla of Sea 
CHIT. N. Y.; Charles T. Hnwk of New- 
ark, N. J.; Charles Thatcher of Bel- 
mar, N. J.; Clenderi Bishop of Totten- 
vii|e, N. Y".; Samuel Werner of New 
York city; Solomon Frankel of New 
York city, and Charles Werner of 
Edgemere. N. Y. 

The decision of the appellate dlvl- 
Blon opens a way for the prosecution 
of other combinations doing n local 
business, or whoso agreements in re- 
straint of trade were made In this Ju- 
risdiction. 



ANTI-ASIATIC LEGISLATION 13 
STOPPED BY BRYAN. 



PRISON URGED FOR RAIL MEN 



Senator Borah Says If Reports Are 
True Deal Is Criminal — New In- 
quiry la Requested, 



Kalamazoo Bars Sunday Concerts. 

Kalamazoo, Mich.,* Feb. 10.#-Even 
though the money raised was going 
to be used* for a death benefit, mem- 
bers of the council have refused to 
allow th6 Musicians' association to 
give a sacred concert on Sunday. 



Kllbane Pounds Kl^ Thomas. 
Phiiadolphitt, Feb, 10.— Johnny Kll- 
bane, master of all featherweight box- 
ers, again demonstrated to the fight 
fans that he le champion when Ito gave 
"Kid" Thomas of, this city a bad boat- 
ing in six rounds. 



WaBhIhgton, Feb. 9.— Fear of grant- 
ing immunity to witnesses caused the 
Interstate commerce commission to 
make an incomplete investigation of 
the affairs of the New York. New Ha- 
ven & Hartford railroad, Senator Nor- 
ris said on Friday, In urging passage 
of his resolution for a now inquiry Into 
several features not touched In tho re- 
cent investigation. Senator Norrla 
read newspaper charges emphasizing 
particularly that attorneys for Morgan 
& Co. received $15,000 for drawing the 
Incorporation papers of a $1,000 sub- 
sidiary of tho New Haven. 

"If half the information made public 
about tho Now Haven transactions is 
true eight or ten persons ought to bo 
in tho penitentiary," interjected Sen- 
ator Borah. "Are you not afraid fur- 
ther investigation may give Immunity 
to guilty persons?" 

Senator Norris replied that testi- 
mony probably could bo obtained 
from bookkeepers and he had no ob- 
jection to giving *thom Immunity. 



Secretary of States Makes Personal 

Appeal to Raker of California 

Not to Press Measure. 

Washington, Fob. 7. — Secretary of 
State Bryan prevented all Asiatic ex- 
clusion legislation at the present ses- 
sion of congress with a statement to 
the house Immigration committee on 
Tl'ursday that any agitation of the 
Hubjfcl would Involve present diplo- 
matic relations between this country 
and Jnimn and Mexico. 

As an Indication that the Japanese 
and Mexican problems are directly re- 
lated and extremely acute, the secre- 
tary of state pledged members of the 
committee to secrecy before he start- 
ed to tell of tho Japanese complica- 
tions and the work of state , depart- 
ment to preserve peace. Tho com- 
mittee stenographer was excluded 
from the room. 

Mr. Bryan made a personal plea to 
Representative Raker of California 
not to press his Japanese exclusion, 
bill at this time because it would em- 
barrass the administration in its ef- 
forts to ailuy anti-American sentiment 
In Japan. 

The committee, through Chairman 
Burnett, told Mr. Bryan action on the 
Raker bill and on all Asiatic exclu- 
sion legislation propositions would be 
suspended until recommendations 
shall bo received from the state de- 
partment. 



PANKHURST QUITS MILITANTS 

Suffragette Leader's Daughter Sylvia 

Leaves Woman's Social and 

Political Union. 



London, Feb. 9.— Sylvia Pankhurat. 
daughter of Mrs. Emmellne Pankhurst, 
has quit militancy. She announced 
her secession from the Woman's So- 
cial and Political Union, tho militant 
organization of which her motlier la 
the head and her sister Chrlstabel one 
of the leaders, on Friday. Sylvia Pank- 
hurat will hereafter confine ber offorta 
to her work with tho East End of Lon- 
don federation, which has heretofore 
been a branch of the parent organiza- 
tion. Because of Mrs. Pankliurst'a 
weakened condition from her prison 
sentences It Is feared that tho shock 
may have a serious result. 



"SMILING BOB" PASSES AWAY 

Representative Bromnor of New Jer- 
sey Dies Before HIa Labor 
Bills Are Passed. 



Dog Leads to Drowned Child. 
Ardmore, Okla.. Feb. 0. — A dog led 
James Rivers, a farmer of Durwood, to 
a creek, where Rlvors found the body 
of his three-year-old son. The lad and 
the dog had been out together. 



Travia Wins Golf Tourney. 
Palm Beach. Fla., Feb. 10.— By win- 
ning the Lake Worth golf tournament 
Wullor J. Travis of Garden City re- 
peated his victories of 1912 and 1913. 
Travis defoactd John Naothlng, En- 
glewood. 3 and 2. 



U. 8. Tug With Thirty Is Missing. 

Norfolk. Va., Feb. 10.— All wireless 
stations along tho Atlantic are eending 
out appeals for news of the naval tug 
Potomac which went out to try to res- 
cue crows of two schooners. Tho tug 
carries 30 men. 



Washington. ,Feb. 7.— Representor 
tlvo "Bob" Bromnor of New Jersey 
died in Baltimore on Thursday, his 
dourest wlgh unsatisfied. For weeks 
Bromuer. racked with the pain of can- 
cer, had worked on his bill for the cre- 
ation of a bureau of labor safety In tha 
department of labor. The measure was 
to create now standards of safety for 
worklngmon. Bremuer hoped he wbuid 
livo to see its approval by tho house. 

New Zeppelin Airship Tested. 
Potsdam, Germany,-Feb. 9.— The lat- 
est military Zeppelin airship attained 
an average speed of sixty-five mlloa 
an hour on her eight-hour trial trip 
from Frlcdrlchshaven, 






NINE AinS DIE 



TRAIN PLUNGES , INTO TUNNEL 

SET AFIRE BY BANDITS— FORTY 

MEXICANS PERI9H. 



BRYAN GETS REBEL GUARD 



Has Consul Send Troops Ahead of 
United States Men Seeking Bodies 
of Victims— Huerta'a Men Slay 
American Millionaire. 



Cumbro, Chihuahua, Fob. 10. — 
Many charred bonos and sovernl metal 
buttons and buckles from clothing 
wore tho only traces discovered ot tho 
bodies of tho 40 passengers and crew 
of tho train wrecked In tlto Cumbro 
tunnel of tho Mexico & Northwesterp 
railway Wednesday night. 

A rescue party equipped with oxygen 
helmets to guard them against tho ef- 
fects of tho smoko and fumes ot the 
still smoldering wreckage made tholr 
way from tho south portal of- the tun^- 
nel, overHho wreckago of tho burned 
freight train to the locomotive and 
forward cara of the passenger train 
on Sunday. Nothing remained of tho 
cars but the metal frames and' trucks, 
and it Is believed that tho bodloa of 
the Imprisoned passengers must have 
boon completely destroyed by the In- 
tcnee heat. 

The crew of the freight train ea- 
caped and placed tho blame on 
Castillo's bandits, 

Juarez, Feb. 10.— Nino Americana 
and 40 or mora Mexicans, whoso fate 
has boon a mystery since tho burning 
ot tho Cumbre tunnel by bandlta, were 
suffocated. The tragedy Is ascribed to 
Maximo Castillo, bandit leader. ■ A spe- 
cial train carrying 20 Americans, led 
by W. J. Farragut, 50 cofllna and a res- 
cue outfit left Juarez for tho scene. 
The rescue train was prepared early 
In tho evening, but was delayed a short 
time by a telegram from Secretary of 
State Bryan, who instructed Conaul 
Edwards to see that a soldier guard 
preceded It so that tho Americana 
aboard might bo protected from poa- 
Bible attack by Castillo. General Beua- 
videa proTlded 300 rebel trbopa and 
these were sent ahead of the reacuo 
party on another train. 

Tluj exact number of persons aboard 
the passenger train la not known. First 
reports put the number at 35. but a 
request for 75 cofflna was mado by a 
searching parly led by Dr. F. C. Herr 
of iMndern. 

Rallrond m«n are furloua at Caa- 
tlllo'a act. Tuesday 22 of his mon were 
captured and executed by rebels. The 
next day, apparently In revonge, he 
captured a freight train, ran It Into the 
south end of the tunnel about 300 feet 
and set It op fire, but gave railway 
men no warning. The paasenger train, 
whose crew was Ignorant of danger, 
entered the death trap from the north 
while the tunnel was burning. ' When 
the engineer discovered the trap it was 
tbo late (o save his train or passengers. 
The missing Araertcana, all employes 
of the railroad, were: M. J. Gllraar- 
tin. superintendent of the Chihuahua 
division; B. Schofield. superintendent 
of terminals at Juarez; Lee WlUiama, 
assistant manager of comml8sa^y;^ H. 
F. Mardora, express agent; B. J. Mc- 
Cutcheon, engineer; J. E. Webster, 
conductor; Edward Morris, roadmaal- 
ter; Thomas Kelly, conductor, and 
James Burgess. 

New York, Feb. 10.— Mylea Dobaon. 
American millionaire and owner ot oil 
lands in Mexico, Is reported to have 
been executed by Huerta'a troops. Mr. 
Dobson .recently urged Intervention in 
Mexico on President Wilson. 

City of .Mexico, Feb. 10.— Troops 
guarded the palace, the arsenal and 
the artillery barracks on Saturday as a 
result of reports In tho shape ot a new 
revolt In the city against the govern- 
ment of General Huerta. The secret 
police gathered In several clerks and 
business men alleged to have been con- 
nected with the antl-govemmout con- 
spiracy. 



Sources of Activity. 
"How nctlvo that old mllllonairo lal" 
'Tea;, got his agility from aid*- 

fltopplng autoa and dodging bla 

faxes." 

ITCHING TERRIBLE ON LIMB 

IL F. D. No. 3, Clarkficld, Minn." 
"My trouble was of long standlug. It 
started with somo small red and yel- 
low spots about tho size of a pin head 
on my leg and every morning there 
was a dry scale on lop covering tho 
affected part and when thoao scaloa 
■wore failing off tho Itching waa nioro 
than I could stand nt tlmca. Tho first 
year I did not mind It so much aa It 
was only Itching very badly at tlmea, 
but tho second year It advanced nil 
around my leg and tho itching waa 
terrible. I had to bo very careful to 
have my clothing, around tho affected 
part very loose. At night tlrao I often 
happened to scratch tho soro In my 
sleep. Then I had to stand up, get out 
ot bed and walk tho floor till tbo apcll 
waa ovor. 

"I bought lota of aalvea and tried 
many dilTerent kinda ot mcdlclno bat 
without any success. I got a cake of 
Cutlcura Soap and a fifty-cent box ot 
Cutlcura Ointment and when I bad 
used them I waa nearly over tho Itch- 
ing. But I kept on with tho Cutlcura 
Soap for air weeka and tho euro was 
complcto." (Signed) S. 0. Gordon* 
Nov. 20, 1912.' 

Cutlcura Soap and Ointment Bold 
throughout tho world. .Sample ot each 
free, with 32-p. Skin Book. Addreaa post- 
card "Cutlcura, Dept, L, Boston."- Adr. 

No Exchange. 
"I ace you brought back the aama 
umbrella you took to the banquoL" 
"Yea; 1 didn't see anything bettor." 



ARE YOU CONSTIPATED? 
Wrlctit'i Indian VefrctAblo PIlli hsrs 
proTc^l tlieir wortli for Tri years. 'Test them 
yourMir DOW. Bend for umplo to U?J Pearl 
Bu, New York. Adv. 

r 

Few things come to thoso who wall 
for othcra to do It for them. 



Worms expelled promptly from Iba Lnm»a 
ratem wItU Ur. I'eerj^a Vermlfuga "Dead 



BTI 

BboL" Adv. 



Man has always had a tendency to 
go up In tho air. 



|33BU5t1ElSPERACRE| 

was the yield of WHEAT 
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Aska Law to Aid Labor Men. 
New Yorlt, Feb. 10.— John Mitchel, 
In un address hero, made a strong -plea 
for the passage of a law compelling 
employers to recognize tho right of 
tho workiugman to ono day!s rest out 
of every seven. 



Vanderbilt Yacht la Total Loss. 
Oalveaton, Tex., Feb. 10.— A wlrelesa 
message from Panama aaya tbftt ef- 
forts to fiout the wrecked Vaudorbllt 
yaclit Warrior have proved futile. 
Tho yacht ha» been abandoned as 'i^ 
total loss. 



BILL TO TEACH FARMERS 

Amendment Permitting Blacks to 

Spend Own Share of Allotment 

Beaten. 

■Woshingtdn, Feb. 10.— Without the 
formality of a roll call the senate 
passed tho Smith-Lever agricultural 
exkmalon bill on Saturday. The only 
formal vote taken waa on tho Jones 
amendment providing that tlie appro- 
priation given to a state which baa 
separate schools for the whites and ne- 
groes shall be divided In a Just and 
equltablo manner between them. Tho 
amendment was defeated by a vote of 
32 to 23. Tho bill, which already has 
passed the house, now will go to con- 
ference and become law within a 
cfeuple of weeka. Tho bill Is regarded 
as of the highest Importance not only 
to the farmers, but to tho whole coun- 
try. It win dlssemlnnto among the 
farmers tho Information obtained by 
the various agricultural colleges and. 
by actual demonstration will teach 
them how to improve and increase 
tiielr crops. A fixed appropriation of 
$10,000 is mado for each state. 



on nuinr fsnns la 
Western Canada in 
1913. some yields 
being reported aa 
hiibufiObtaheU 
peracra. Aahlich 
aa 100 buibeU were 
recorded la some 
distrioa for oats, 
. - buslivU for bailer VM 
from 10 t0 20 bus. for Rax. 

J. Key* arriTcd In the 
country 5 yeari ago from 
Denmaik v/ith very IhUe 
means. He bomcsteaded, 
worked hard, la now the 
owner of 320 acres of land- 
in 1913 had a crop of ZOO 
acres, which will realize hbn 
about U,OOQ. IPs wkaat 
weigKed 68 lbt.lothe bashal 
nnd averased orer 35 butbcb 
to tha acra* 

Thouaanda of simitar la- 
stances might be related of the , 
homesteadeni In Manitoba. Sas- 
katcbewan and Albe^a. 

The crop of 1913 Wai an abun- 1 
dant one creiywbcre in Wesrem 

Canada. 

Ask ford<»criptl« literature and 
reduced railway rate*. Apply to 
Superintendent of Immigration. 
Ottawa. Canada, or 

CJ.Im^ti>.ltI>ml«bLIT.n|,abis 
M. V. HcllBit. ITI JlKiriii lit, itUtO. 

Canadian Government Agent 



The Wretchedness 
of Constipation 

Can quickly be overcome by 

CARTER'S LIHLE 
LIVER PILLS. 

Purely vegetable 
—act surely and 
gently on tho 
liver. Cure 
Biliousness, 

Head- .#Qy---v\ 
achcp ^^ \\_ 

Dizzi- ^^ Aes*^ ^ 

ness, and Indigestion. Theydothelrduty. 
SMALL PILL, SMALL DOSE, SMALL PRICK. 

Genuine must bear Signature 
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Eight Men Perlah in FIro. 
Uombay, Feb. 9.— More than 100 
men were trapped in the upper atory 
of a confectionery store In the bazar 
when fire broke out In tho lower fioor. 
Eight ara known to have porlshod.- 
and diore tlian a score aro missing. 



Two Shot to' Death In Auto. 
V Greensburg, Pa.. Feb. 9.— Sitting up- 
right, tlie bodies of John MoFadden, 
twenty yeara^old, and Miss Anna Lutz, 
twenty, were found In an automobile. 
Tho authorities believe McFadden 
killed the girl aiid theuhlniaolf. 



NORTH DAKOTA'S 

point or lm:n'n»pd driwHU* and will «.nrt*P-nC 

I'^Tih. 'worth' i)«un J*: ;"S'" v'°iv' "•»>i.' 

■_■ ■, "»"'C'iMlaof)ttptilli, Mliiu, 

ROSS'S PIGEON AND 
POULTRY BOOK FREE 

ltm,.d«™ '^utfrS' iDooDstois aud 
,M.^. /,. "^»* bow TOO can u«t a 

i. W.R0S3C0.. Cenimii, llHnoli 




.HAIR BALSAM 

A tolUt prcpAntlcm ot tnrrIL 
Hf lia to uridlwt. dintfftttt. 
[ForRMloflng Color and 




Alnny Hchool Chllclrvn Ar« SlcUy. 
CbUdrea who nre deHcnte. feTrrlah And crosa 
wUI Ket'lmmedlate rcHet from Uother Oray's 
Sweet Fowdem for Clitldreu. They cleanso tbe 
atomacb.acton tlia llvpr. am) nre recommended 
/or complalnlnKcbllLlrrii. A pIraKant remedy 
for worms, lined by Motherit forStyenrs. Al 
•U DnifTtilatii. 35a, Bnianle FREE. Addreaa. 
A. a, Olmttted, Lq Hoy, N. V. Adr. ^ 

Our Idea of a fuaay man la one who 
lan't on apeaUing terma with hia own 
conaclencc lialf the time. 
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Co-Operative Farm 
Products Marketing 

How It Is Done in Europe arid Ma^Be Done 

in America to the Profit of Both 

Farmer and Consumer 
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By MATIIEW S. DUDGEON 



(Copyright. 19H. Western Nuwapuper Union.) , 

WHY IRISH BUTTER IS GOOD. 
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Omagh, Countj Tyrone, Ireland.— 
What the city woman ncods Is butter 
that Ib standardized and always ot a 
uniform excellence— butter which 
comes as frcah and cornea as straight 
as may be from the cow on the farm 
to the ,table In the city dining room. 
With the husband singing In her ears 
tho 60ng of high coat of living— and 
what husband is not driven to such 
Bongs in these days ol high prices— 
she foela that she must get butter that 
can bo bought at something less than 
the fancy prices charged In- the exclu- 
sive dellcateflscn shops to which she 
is driven In her eiforta to Inauro her 
family a good grade of butter. Aak 
her and she will tell you that If coHip- 
eration will enable her to got good but- 
ter at a price made somewhat less by 
the elimination of exceaslve distribu- 
tion cbargca then she la heartily, for 
co-operation. 

The city man of course, wants a 
good butter to oat. Tho farmer wants 
to make money from his dairy. They 
have been telling us In America that 
direct co-operative marketing will give 
each what he wants; that coH)peratlon 
has repeatedly accomplished these re- 
sults whore It has been tried In Ire- 
land, In Holland, In Denmark and In 
Germany, If co-operation will do this, 
•It Is well to look into It for good but- 
ter is Important^and flnanclal profits 
aro worth while. So some of ua are 
over here In Ireland to see If co-opera- 
tion really Is a beneflt both to the city 
eater and to the rural producer, 

Tho co-operative creamery here Ib 
turning out good butter — none better 
anywhere. Wo think we hayo fquhd 
why Irish butter Is good, why It brings 
to the farmer a good price In this city. 
Tho butter, Ib good because co-opera- 
tive creameries use good methods of 
butter making; because their patrons 
get good milk from good cows, lake 
good care of Hi and deliver It In good 
condition to tho creamery; and lastly 
because when once made It Is hurried 
off to a consumer before It can get 
stale. They get a good price for It be- 
cause It Is good butter. 

On the other hand, the city gets It at 
a reasonable price because co-opera- 
tive marketing In Ireland Is direct 
marketing: because the butter comes 
quickly and directly from the, cream-. 
ery to the city home with little added 
expense for much handling by many 
middlemen, i 

Why Farm Butter U Somelimea Bad. 
The writer remembers summer but- 
ter made from cream skimmed from 
uncooled milk and kept on the warm 
pantry shelf during the long hot day« 
until churning time. It was hardly but- 
toi^lt was In fact commercially 
ranked "grtjaso." It brought six cents 
per pound, and as butter was worth 
. less. 

Failure to make good butter was la- 
evitablo. Nor were tho tired farmers* 
wives to bo criticised for the poor re- 
sults obtained. They had no facilltlce 
for keeping the milk and cream clean 
and cool, no facilities for making but- 
ter, no facilitica for keeping It. 
Co-Operatlon Lightens Labor. 
• What tho woman on tho farm most 
iiecda Is to be free from the burden of 
tho endless handling of milk, cream 
and butter, from skimming the milk, 
and churning tho cream and from salt- 
ing and working and molding tho but- 
ter—from all tho labor entallcd,ln tho 
production of home-made, hand-made 
butter. She needs It If ehe is to have 
any life outaido the kitchen and tho 
milk room. ' ' . 

The laborious weariness of the un- 
■ eventful exlatoncq of tho farmer's wife 
has produced many candidates for tho 
inaauo asylums. More than ono worn 
out unfortunate has been taken Into 
custody bocauBo her household duties 
have chained her to a maddening 
monotony unrelieved by opportunity 
. for Intercourse, and have made Impoo- 
Bible any thought above tho churn arid 
tho cook stove. One Wisconsin farm- 
er'o wife was adjudiqated by^tlib coun- 
ty Judge to bo ainicted with Insanity, 
When the Judge announced the docl- 
fllon to tho hu8ban(\ ho was Incredu- 
loUE. "It can't be iho's got insanity 
or auylUIng.elBO," he said. "Bho's had 
no chance to catch it, Slie hasn't sot 
a foot off the farm for 14 years and 'no 
neighbor has stayed at our house long 
enough lo give her anything." 



The Omagh Co-operativa Creamery. 

If co-operation In the production and 
marketing of butter will take off even 
a small part of the burden of the farm- 
ers' wife, if It will give her time to 
straighten up from lier work at (able 
and tub and leave her free to remem- 
ber that she is a human being with a 
head.'ond a soul. If it will permit her 
to got off the farm oftoner than once 
In 14 wears— It co-oporatlon will do 
this or help by ever so little to do It. 
the woman on the farm Is for co*opera~ 
tlon. 

An Ungallant irishman. 

We have found ono man hero In Ire- 
land who Is {Opposed to' co-operation. 
Walking along a country road near 
Omagh we came upon a shrewd faced 
Irishman who was very fcady to talk 
about co-operation. He was evidently 
a man of some Intelligence and. Judg- 
ing from his manner and address, a 
inan of somo experience and success 
In business. So wo engaged him in 
conversation about co-operation and 
Its effects. 

"I am against it," he said. "There 
is no sense in It." And ho gave us In 
fprciblo and picturesque language the 
story of how ho had been personally 
Injured in his business by co-opera- 
tion, it developed that he had been a 
buyer of farm produce — a commission 
merchant In a small way. "Now there 
is no money In it," he said, "since the 
margin between what the city man 
pays and w:bat the farmer receives la 
cut down. The farmer sells through 
the co-operative organization directly 
to the. city merchant." Reluctantly he 
admitted that maybe it was better for 
the farmer and better for the city con- 
sumer who had little with which to 
buy food. "But It's hard on us com- 
mission men. It'^ putting us on the 
rocks. I am not buying butter at all 
any more. The co-operative creamery, 
here has run me out." 

Wo asked him if co-operative butter 
making did not make tho work of the 
farmor'a wife and daughter easier, 
"Of course It docs," he said. "And lit- 
tle good It la doing them, They don't 
have to skim the milk and chum and 
mold and salt the butter now and so 
they go galavantlng over the roads on 
their bicycles. They don't stay home 
at all any more. They're worao about 
gadding than city women," and ho 
shook his head wlth'mlsglvlngs. 

So, If It bo true, aa our Irish friend 
In bis self pity proclaimed, that co- 
opefatlvo butter making and butter 
marketing is going to make It cost the 
consumer leas and net the ' farmer 
mere, wo suggest that botli maker and 
eater will be for It, the ex-cohimlsslon. 
merchant to tho contrary notwith- 
standing. They will both In city and 
country be Interested In seeing c6-op- 
eratlon accomplished. Certainly tho 
country woman who feels the burden 
of butter making will welcome a pro- 
cess by which she Is to get an oppor- 
tunity to see something besides the 
top of the cook stove and tho Inside of 
the big churn. And we do not bollevo 
that the ordlnarv American farmer 
will object to co-oporatlon eyen U it 
does give his i^'lfe and daughter time 
to get out upon tho road In buggy or 
on bicycles. 

The Omagh Creamery. - 
^Vhen we learned that tho Omagh 
Cc^peratlve Creamery system of mar- 
keting was cutting down the margin 
ot price between farmer and consumer 
— was both raising the price to tho 
farmer and lowering the price* to tho 
consumer, wo concluded that It was *& 
concern worth considering. Kven the 
accusation that made It poaaiblo for 
the farmer's wife and daughter to got 
out on their bicycles occasionally did 
not unduly prejudice us against it. The 
Omagh crearaory Is capitalized by con- 
tributions from 000 members who In- 
vested from Ave dollars, up to 9260 
each. But the voting Is not by shares. 
It Is on tho ono man one veto plan. 



coodinB five per cent. Is paid to the 
sttocklioldcrs. Klve per 'cent, le the 
lliilt of profit to sharehdidora. This In 
thjp rule In all co-opera'tlvo onterprlBCs 
In*. Ireland. It is orgrtnlzcd primarily 
that prolUs may ko to tho man who 
brings In tho cream. It Is not ranked 
aa a particularly Arte investment for 
tho shareholder. 
Differs From American Creameries. 
Wo And the moclmnlcui processes of 
butter making much the same as those 
In tho best up-todutc American butter 
factories. We do find, however, that 
this co-operative association lias had 
an output that Is of more uniform ex- 
cellence than that of the American 
factory. Hero each member seems to 
realize more fully than doce the Amer- 
ican farmer that the utmost vigilance 
must be exercised In keeping the milk 
and cream fresh and free from all Im- 
purities, that Icccping up tho quality of 
the butter Is aa much his business aa 
tho butter-maker's. Therefore he 
breeds and feeds and cares for hla 
cows and handles his milk on sclontlflc 
linos suggested by co-operative Instruc- 
tors and Inspectors. The farmer Is 
saving his own Interests, of course, for 
a falling off of quality and reputation 
means a falling off In tho price ob- 
tained for butter. The creamery tests 
carefully, not only for butter fat but 
for freshness and flavor. 

Supervision and Intpectlon* 
■ Then, too, the Irish Agricultural Or- 
ganization society, which Is the central 
federation of all co-operative socictios. 
Inspects the creamery and Its output 
frequently, points out defects and 
helps to remedy them. The business 
side Is not neglected. The organiza- 
tion society has complete business su- 
pervision of tho creameries, which 
must keep their accounts and records 
in the way and on forms prescribed by 
this central body. The creameries re- 
port to tho organization society and 
their books and accounts aro period- 
ically audited by the organization so- 
ciety's auditor. 

Co-Operatlon Does the Work. 
In short, tho butter Is good because 
of co-operation. The members co-op- 
erato with each other and with tho 
Omagh creamery; the Irish Agricul- 
tural Organization society co-operates 
with tho Omagh creamery; the Omagh 
creamery Is federated with hundreds 
of other creameries and Is federated 
with and co-operates with tho Irish 
■Wholesale society through which tho 
butter Is marketed.' It is co-operation 
everywhere and the object of It all Is 
to produce good butter, to market it in 
good shape and to get a fair prico for 

IL 

Quality and Brandt. 
But quality after all Is the whole 
thing. If butter la not good lio system 
of marketing, no business methods, no 
exerclafe of federated strength, no co- 
operative endeavor can do anything 
fjr U. Tho Omagh creamery makes 
good butter and for years has made 
good butter, .it has a well established 
reputation for good butter which Is 
worth at leaat one cent for every 
pound that if makes. In order to be 
able to collect this cent on each pound 
It must mark each pound that It sends 
out. 

And printed upon the wrappers and 
stamped upon the cases Is the guar- 
anty of quality: "Guaranteed Pure 
Centrifugal Creamery Butter, Finest 
Quality." 

Butter Central L.abel. 
But more Important still Is the au- 
thorized label of the Irish Agricultural 
Organization society Issued from He 
headquarters at tho Plunkett house In 
Dublin, it goes upon only the best of 
butter. It goes not* upon a caso or 
cake or cover, but upon the butter It- 
self. The label Is printed upon thin 
tissue paper. When It Is placed upon 
the butter It is stamped with a die 
that flxea the label Hrmly upon and in 
the butter and tears the paper so that 
it cannot be removed and used again. 
This label Is guaranteed aa carefully 
as are the coins of the realm. Each 
has a series number and can be traced 
to the creamery lo which it was dellT- 
ered. If by any chance it Is found up- 
on a poor quality of butter, the butter 
is at once sent back to the. creamery 
to which the use of that particular 
label waa entrusted. 

What We Need In America. 
We have plenty of creameries In tho 
United Statee. Some of them are 
owned co-operatively by tho farmers. 
But the farmers stop Just short ot tho 
highest success. Tho marketing la 
generally haphazard. The different 
creameries, do not co-operate In sell- 
ing. Often good butter goes bad bo* 
for© It la sold. No one knows whore 
tho demand la , groateet today, when 
tho butter should be sent tomorrow. 
The quality Is seldom uniform. Many 
a good butter maker with good butter 
making equipment turns out poor but 
ter bbcauso the patrons bring In poor 
cream. Tho farmers do not co-opera- 
tively work for quality. The creamery 
does not always discriminate between 
tho best fresh cream and cream that Is 
a trifle stale and old. Butter buyers 
cannot know what they aro getting. 
Tho name of the creamery upon a 
package carries no guaranty of qual- 
ity. It is put on good and bad butter 
alike. 

A Definite Prescription. 

What Is needed In the United States 
Is, first, creameries supported by farm- 
era working together co-operatively to 
produce an absolutely uniform high 
grade product; second, a brand that Is 
authoritatively fixed only on butter of 
tho highest quality after omcial tests 
and grading; .and third, a central as 



TREE WORSHIPERS IN INDIA 



A Form of Religious Devotion Which 

Has Its pathetic and Tragic 

Features. 

London. — Not many miles from the 
groat city of Calcutta, India, In tho 
very shadow cast by tho telegraph 
pole — the forerunner of civilization-^ 
incongruous, as it Is a common sight 
to sec devout. worshipers at tho shrlno 
of some gnarled old tree^ stump, but 
the "Troe Worshipers" of India aro 
many, and their religion dates back 
eons upon cons. 

Tho photograph shown hero la a si- 
lent wltnoHH to the dnvoutness of tho 
man and his wife worshiping at thla 
shrlnn. 

To the traveler who comes from a 
Christian country, this particular form 
of reilffion la such an oddity that his 
curiosity Is aroused to the point of in- 





U. S. Keeps Tab Upon^Army and Navy Deserters 

WASHINGTON.— As Uncle Snm llndK trouble in locntiriK Vecalcltrant mom- 
bern of the nrniy nnd navy who take "French leave," there Is a bureau 
in both the war and navy (Icpartnients to keep lab on thrse indlvidualH. In 

-^ the war department the bureau is prt- 
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Tree Worthlpert, 



quisltlveness. Through the medium of 
an Interpreter who comes to his assist- 
ance the traveler is informed that it 
Is not the tree which is being wor- 
shiped, but the spirit which created 
the tree. This spirit Is supposed to bo 
reMlng under tho stone pile built 
around the base of the tree. 

Another form of three worship Is 
tree marriage. In these days of en- 
lightenment It is almost unbellevablo 
that the marriage of a village belle to 
a tree ehould be Bolcmnlzcd with all 
tho pomp and glory of the union of 
man and wife; yet such Is the case. In 
the very small villages where the fe- 
male predominates and where the line 
of caste is markedly drawn, It often 
happens that there are no males of 
equal caste to the female whoso time 
haa come to marry. Inasmuch as the 
tree represents a deity who can as- 
sume any rank or caste, the parents 
of a marrlageablo daughter who has 
become a burden to the family take 
her to tho, village god. The marriage 
ot the girl to the tree-god being sol- 
emnized, she la bound to tho tree and 
left either to the mercy of the prowling 
wild beasts or to be rescued by the 
first male of a lower caste who Is In 
search of a helpmeet. Usually the 
prowling wild beast wins the bride ot 
tho "tree-god." 



Bitted over by a "graybcard" who Una 
been in iho service since eight yoara 
after thp Civil wor. He Is so familiar 
Willi the files of the ofilce under the 
adjutant general that each yellow- 
back envelope Is almost like an old 
friend. "Ukc father, ilko son" t.s an 
old ttdnge, and It was never more trun 
than of conditions In this office. 

Like the old man who prc8hle» ovfr 
the dPBtlnlea of the yellow-hack paper envolopos and the antiquated funilttin;, 
aro the methods which he employs in conducting the affairs of the bureau. 

"I would like you to look up for me tho name of Roy Schnltz or Hoy Schult 
or Schults," was a rcqucBt made of this official roccnliy. It has been estiiuatcil 
that in the past ton years nearly 1,000.000 record enlistments have been filed 
In tho ofilce. As tho files are arranged, however, a search Is not the arduous 
task that upon first glance It seems to bo. 

On every aide of tho room, which runs the entire length of one wing ot 
the war department, aro steel file casfs. Tho enlistment date was uecured 
m a little loss than two hours. ^ 

An am wer to a similar Inquiry In the navy departnient was obuined 
in a little less than 20 minutes. 

Tho system there is entirely diffcrn!»t. It follows tho index systomof the 
modem department store. 

As an omcer explained, it sometlmrs developed that hurry was manda- 
tory. Ho pointed out tlic caso of an ei\llsted man who had been arrested in a 
southern city for deserting his ship, which had been ordered to Mo.'clcftil 
waters. 

The enlisted man upon arrest denied ho was an enlisted man. No Im- 
mediate proof could bo obtained that ho was In the navy or that ho was a 
deserter The only accusation against him was brought by a witness who 
thought he had recognized tho man. Navy oinclals were communicated wlih. 
but tho only word received by the court officers was "hold the prisoner for 
Identification." It was three days before the court was completely convlnco'l 
that tho enlisted man was a member of the navy. 




HEIRESS KEEPS ON SWEEPING 



WanU to Get the Money First— Broth- 
er Also Enriched, Is of the 
Same Mind. 



Everything Under the Sun at Special Prices 

WnVERYTHlNG but a nursing bottle!" was the conclusion reached by Uyron 
El* n. Newton, assistant secretary of the treasury, commenting on tho wido 
and Inexhaustiblo range of articles In the schedule of the general supply com- 
mittee, showing that the government ■ ■ «£^^^,,^v>m j^W^ 
is prepared to supply at special con- UhYTKtiiC '^^^'^C' t/3 NrX 
tract prices to ail departments and ad- /SNunpranJ ■^'r^^SSii^y^iUw 
mlnlstrative bureaus in Washington, 
"It embraces every other commodity 
I under the sun," 

I "Hold on!" said his private secre- 
tary. The private secretary took over 
tho general schedule that Mr. Newton 
had laid aside. Ho thumbed over the' 
pages. 

"Nursing bottles— bottles— ah. undei; laboratory apparatus. Bottles— but 
not tho right sort. ■ Hospital supplies. Here we are," said the private secrc 
tar/, pointing out an Item to Mr- Newton. ' ^ 

"5C20. Bottles of samples, (d) Nursing, graduated. 12 ounces;" Mr. New* 
ton read in the book. - *"' ^ 

"By Jove. Even a nursing bottle. It has every thing under the sun that 
can be bought," he admitted. And so It seems. 

Stationery and drafting supplies; hardware, metals, cordage and leather 
and saddlery; dry goods and wearing apparel; drugs and medicines, chemicals 
and reagents; laboratory, hospital appliances and surgical instruments; elec- 
trical engineering and plumbing supplies; lumber, millwork. packing boxe:J 
and building materials; paints, oils, glass and brushes; provisions and house- 
hold supplies; forage, flour aiid seed; photographic supplies and special ertuip- 
ment; engraving, printing and lithographic supplies; fuel and ice; incandes- 
cent electric lamps; incandescent gaa lamp supplies; motor trucks; tyi«- 
writlng and computing machines; electric service; telephone Service. 

There are the general classifications under which nearly every conceivable 
thing on earth Is sublisted. One could be born into the world by virtue ot the 
tacUltlcs of this general schedule and go out of It by its aid at any old time, 
and In the course o^tho life between never know a need that the geniTalj 
schedule could not meet. .• 



Los Angeles, Cal.— Mrs. Isabella 
Wilson Bejar of San Pedro waa wield- 
ing a broom In the little hall ot her 
llvo-room cottage — "Rooms for rent" 
banging on the outside — when she was 
told she was heiress to one-third of 
fl.000.000. 

Mrs. BeJar did not let the broom 
drop. "I heard last summer that may- 
be I would get some money,"-- she 
said, without excitement. 

•'What aro you going to do with It?"- 

*T want to get tho money-first, and 
then X will start a stock ranch In Oro- 
gan," she said. That did not smack 
ot limousines, gowns from Paris or' 
Idleness. But still Mrs. BeJar has 
Ideas. 

"I ha^ve been struggling for a long 
time," she said, "and I guess money 
will be. about as welcome ' In this 
house aa any other thing that I know 
ot." 

She ' Is a widow and lives with a 
widowed daughter and two grandchil- 
dren at No. 218 Beacon street. San Pe- 
dro. The inheritance Is from David 
Wllsoii ot Oregon. III., a cousin. 
• "Mind you, I'm not being foolish 
about Imagining." sho continued. "I've 
heard about people who wore told 
something like this and. throwing up 
their, positions, buying things on cred- 
it and growing suddenly very haughty 
and then learning that some one else 
was tho heir or that there wasn't any 
fortune. I'm 'not like that." 

Neither Is Mrs, Bejar's brother, a 
gardener ot Santa Barbara. He Is 
earning two dollars a day and won't 
quit the Job until ho really knows 
about the one-third of a million. 



Here Are Two Men Who Get Paid for Eating ^ 

IT sounds like the ideal job when one hears of getting paid for eating, bu^ 
there are two men In Uncle Sam's employ who draw their salaries maluls 
because of this, and they will vouch for the fact that such a. position Is by uo 

means as simple a little thing as a 
peraon might suppose. Of course they 
do more than this. They Investigate 
Into foodstuffs, prepare reports and 
do other things that a layman can 
hardly exiilaln. But they get paid for 
eating as well. ' '-j. • ■ ' 

The two men are Dr. C. F. Lang- 
worthy, chief, and Dr.. Robert Mliuer, 
assistant. In the bureau of thob^reau 
ot food hygiene of the department, ot ^ 
agriculture. Those two men have a corps ot assistants, who, like themaclvoi*., 
are required to do plain and fancy eating. Occasionally a subject is brought: 
In, under tho auspices of TJncle Sam, and he Is placed in a contrivance whlclJi 
looks like a cell in a police station, and is fed and his temperature is taktm.' 
Roports are made as to the effect that the food had on him. 

Not long ago a cheese investigation began. Every kind of cheese, rich. 
Juicy cheese, crumbly cheese, cheese that was odorless and cheese that smell- 
ed Uko a Tammany Investigation, was brought into tho ofl3ce. Dr.:^aiilndr 
picked out a nice, ripe cheese and cut oft a generous slab. ^' " , 

"Everybody try some," he urged, biting Into his slice, and everyljody did. 
For a week the ofilce ate cheese omelette, cheese couflle, cheese pudding,' plain 
cheese, .baked cheese, fried cheeso and several other kinds ot cheos^lf^ 

The point, was to determine whether cheese could be assimilated^ The 
ofiico decided that it could and, Inasmuch as somo of tho hardy worljers ate, 
six ounces a day without suffering the slightest, ailment, the office sccmied to 
bo right. . ' 




The five-dollar man votes Just as often 

and as forcibly as the $250-dollar man.jsoclatlon or federation ot crcoinorlee 

Tho members voting ihue elect a 
board ot directors. These In turn have 
tho best man they can got as manager. 
But lit must bo more, than a butter 
mukei. Ho must bo a good business 
man and an export In marketing. No 
matter how much mpnoy Is made, it 
ihust ell go back to the membors, In 
proportion to the gutter fat delivered 
to the creamery after a dividend not 



that will pbrforpi tho functions ot the 
Irish Wholesale society and of the 
Irish AgVlcultural Organization society. 
This central federation should control 
the branding of butter, possibly under 
state Bui>crvlslon; It should respect 
and audit and advise with each eop- 
arate creamery; it should aid in, mar- 
keting tho butter intelligently and 
economically. ^ 
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Pen Picture of Senator LaFollette on Rostrum 



Bull Walks Through China Shop. 

London.— Tho ancient tradition, "A 
bull in a china shop" was put to rout 
when a big bullock stroyed Into a 
china shop at Lewes. The animal 
sauntered through tho Hues of glass, 
china and eartheware without break- 
ing a singlo article and then walked 
into the street, * 



Robbers Hold Up Man; Get Nothing. 
Kansas City. Mo,— Frank P* Dick- 
I son. president of tho Kansas City, 
Lawrence and Topeka Electric rail- 
road, had tho laugh on two men who 
held him up and demanded money. 
He had given hie last cent of cash to 
a poor family. 
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ID you ever see Robert M. LaFollette speak? It Is moro of a sight t^an « 
sound. He doubles himself Into knots, grinds his teeth and puts on fivery 
"prop" of Intensity known to the forensic play-actor. He looks as If he inean^ 
business. One constantly expects to 
hoar him say something that w*iil rip 
tlio stars from their appointed places 
and tumble tho indigo firmament upon 
tho trlghtonod worlds. But ho never 
says it. That's where the Joke comes 
In. And that's what gives point to an 
observation made . recently by W. 
SInkler Manning. Ono' evening ro-^ 
cently Senator LaFollette was mak-'. 
Inga epoech on end, his oyes glittered.- 
his voice sounded Uko that of the ghost in Hamlet. liiB. snaky fingers wlgj^led 
and waved through the nlr at tho terrified Democrats. The blood mantled hiu 
face; his teeth ground. At any moment he mlglUsdy: ''Fo-fo-fl-fura, I uniel^/^ 
the blood of a Roosevelt Mun."- But ho didn't. He said nothing of Importance; 
whatsoever, nothing that might not have been uttered in tonuS as douce aa:. 
that of a mating dove. Mr. Manning watched him for a while, then,. turning 
In ilisappolntmont, he remarked with a sigh: 

"Mlvo always In the hopo that ho will uUer some sontanco so vital tliat 
It will Justify the exprcsslop. oa.Wa..Ifto;9.J,'^_. 
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PARMER'S INSTITUTE 
* IS A SUCCESS 

fContiniicd from pnm; on-*.) 

younp men who nave taken an active 
interest in the work of tlie institute 
and their initiative and push will aid 
{greatly to the effectiveness of this 
committee, 

A meeting of this committee will be 
'held soon to determine upon the plans 
for the work of the comin;r year. It is 
altORether probable that they will de^ 
cide to introduce a short course in ag- 
riculture consisting of work in corn 
judging, cattle judging and soil analy- 
sis. ., 

The names of the vice-presidents fol- 
low: 

Benton— Guy Simmons. 

Newport— Elmer Murrie. 

Antioch— George White. 

Waukegan— T. A. Simpson. 

Warren-L. W. Wakefield. 

Avon— Edward Druce. 

Lake Villa — Frank Hamlin. 

Grant— George Busse. 

Shields— R. W. Leatherbee. 

Libeftyville—Rodney D. Swift. 

Fremont— A, L. Huebsch. 

Wauconda— William Dillon. 

Deerfield— John Carelan. 

Vernon— E. J. Giss. 

Ela— John Saver. 

Cuba— William Leonard. 

The secretary, Mr. Bonnerjwas elect- 
ed as the one to represent the county 
at the state meeting this week at 
Galesburg, he will arrange for the 
dates of next year and endeavor to get 
some of the best speak, rs of the state. 



STANDING or CON- 
TESTANTS AT THE 

CITY SHOE ST0RE;74..... .16560 



in, 

14 

15 
HJ 

i7..........inooo 

IS m;oa5 

in loowj 

20 110(M> 

21 ;Wt250 

22^ .2G010 

23 148205 

21 ;.... 11850 

25 ;U025 

2G 0150 

27 35005 

28 ,11550 

2!)....' 12000 

30- 2907D255' 

31 -.7000 

32 12200 

33 15000 

34.... 12500 

35... 13000 

3G 17000 

37 10250 

38 13000 

39 14200 

40 13850 

41 ICOOO 

42 :i2S40 

43 10000 

44 35565. 

45 -33600 

46 12445 

47 14525 

4S 14750 

49 67205 

50 14250 

51 .........25035 

52 14250 

53 10850 

54 12000 

55 16595 

56 19100 

57 a3220 

53 : 154235 

59 17550 

60 138630 

61 15975 

62 15000 

63 16575 

64 16525 

65 13350 

66 46135 

67 15000 

68 16225 

69 11785 

70 12700 

71 16000 

72 35650 

73 5(K)0 



"104 



,12325 



Standing of the contestants for the 
piano, sewing machine, gold watch and 
toilet set for the week ending. Feb- 
ruary, 4 is as 'follows: 
Contestant^ 



^^umber. y votes 

"1 '..'^'..35000 

2 35I4G35 

3 6OOO., 

4 24270 

5 10287275. 

6.. 16185 ' 

7 ....;;8450 

8 440235 

9 17750 

10 514500 

11.... ^.... 428205 



75 13050 

76. 313850 

77 14475 

78 14950 

79 16-150 



12 



% 



..916I8I0 



92 116950 ^^ .^3"^ 

93 11325 31 13-150 

94 49965 82 , 10725 

95 13985 83 10950 

96 10250 84 11825 

97 10525 85 4482630 - 

98 10025 86.. 11725 

99 5000660 87 15225 * 

100. . . . , 12275 8S 13925: 

101 12460 89 11425 

102 13350 90 ■ . .31845 

103 .-14625 91 1162% 



' 105 10676. 

106 11050] 

107 11S25. 

lOS 125251 

109 13125 ' 

110 KUfiO 

Ul 10275 

112 11175 

113 13.t4(WO 

114 9976 

115 13725 

116 i;i5!>5 

117 9815 

118 ..10015 

119 13000 

-120 !. 12950 

121 11775 

122 112f:0 

123 I2G25 

124. 13.195 

125 ...9500 

126 9825 

127 10625 

128 7275 

129 11125 

130 13250 

131 14125 

132 12126 

133 '...13425 

134 10875 

135 11495 

136 10370 

137 .14835 

138 10660 

139 1713700 

140 15125 

141 11475 

142.., ,11375 

143 10875 

144 13250 

145 .27986750 

146 11075 

147 12125 

148 10875 

149 10775 

150 13425 

151 13275 

152 13530 

153 18825 

154 ...10576 

155 13125 

156 28026105 

157 10275 

158 13125 

159 12735 

160; 12825 

161 2000 

162 1325 

163 68000 

1G4 .13250 

165 10035 

166 12100 

167 13720 

168 2074.1890 

169 13125 

170 13175 

171 11525 

172 11925 

173.. 11575 

174 27881355 

175 10480 

176.......... 10575 

177..... '...'.. 11475 

178 15125 

179..' 115866C5 

180. 14335 

181 .58725 
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F€ttilix€rAa»ocialion 

Formwrty Proftwtor of Awronomy and 
Manaanr of Farmt.UnivtTtity afMnine 
Aaat. Proftfor of Farm Cropa, loiVa 
Stat* Colhgm of ' Agricaltart, Amva 



I HIGH SCHOOL NOTES 



Nanes of pupils whoso average wns 
90 or iibove for the first aemostcr. 

High school. Jnnnette Wallace, Jen- 
it- WfiU'tr. Uuth Pollock. Daniel Lewis, 
Mnrguorito iMcCuilouj^di, and Madi'lyn 
Htraiig. 

Seventh rgradts Raymond Taylor. 

■ iidna IMchards, GIndyH I'anowakt and 

Marguerite Drom. ** 

Sixth grade, Elsie Panowski, Lena 

^SpalVord, Ralph James, Irene Kciilman. 

! Fourth grnde, Genleve Willie, Lula 

I Wedel, John Beebe, Viola Boudein, iCd- 

America has become the granary of ward Girard» I'hvllis Morley. 

New dutioa have forced Third grade, Russell Keulman. Ear 



Exp<rFi-nc0 Hii«Sbe«mThftt (ha Klfht U» 
el Ferlllii«rf, Elnrn M^uiur*. Prop«r Tillaso* 
Gotxl S^ctl and Ci-op RoUlloiUt Insurt Farm 



THE CHANGING CORN BELT. 



the world. 



themaelvca upon ua with prodiglouH Dibble, Beuluh Harrison.Gordon Ame«. 

rapldily. Our own iiopulallon has A„,_i„„j^„ c^^^t. «•. ■ o """^ • 

grown to a size that laxe.s bur ability , ^"'?'"'"r,^r'^^ Spanggard. 

to maintain It. Moreover markets In | ^!*'"" Brownell, Elmn Volkman, Daisy 

Richardsj Letha LaPIant, Anna Wedel. 
Howard SpalTord, Ruth Kettlehut 

Second grade, Albert Herman, Ada 
Chinn. Einor Peterson, Vernon Glrard, 
Albert Tirtany, Arthur Behrena, Ardis 
Grimm, Dofothy Beebe, Marshal King. 
First grade, . Helen and Irene Kettle- 
hut, Reginald Stixrud, Harold Sullivan; 
Wesley Conrad, Marguerite Gnce, Har- 
ry Willett. Sammy Leviaon, Edith 
Edgar, MvrtlelNorman, George Lynch, 
John Huber.John Davis. Charlie Schafer 
Eunice Hill and Linn Dalziel. 



the old world are opening dally to 
American merchants. With this great 
advance and widening of trade and 
commerce then. It Is but natural that 
the changes which affect these lines 
of activity should feflect. and react 
upon that line which la fundamental 
to the life anj progress of the na- 
tion. The farm must change and adopt 
methods which make It an^ economic- 
al and elllclont manufcturlng Jdnnt for 
our food. It must prepare to supply 
the markets which are opening to us 
dally in other parts of the world. 

Calamity howlers would lead us to 
believe that tho race Is tending to 
starvation; that tho day when our 
soils will cease to produce BUfTicleno 
for our needs is not far distant. Such 
beliefs are contrary to history. Tho 
great German empire, with two-thirds 
of our population located on but •no^. 
thirteenth of our available arable land 
Is able not only to maintain Itaelf but 
to export large quantllics of food ma- 
terial. Denmark — that courageous 
little kingdom that Is carving out 
magnificent history on land that would 
make the average American farmer 
heart-sick— places before ub an exam- 
ple worthy of emulation. 

A noted speaker at the time of the 
Spanish-American war made his 
name immortal when It was reported 
that Boston was to be attacked by the 
enemies' fleet, by saying: "No, Boa- 
ion win not be destroyed — Boston will 
not be taken — lloston Is not a place — 
Boston is a state of mind." His phil- 
osophy Is good and can bo happily 
applied to the problem of agriculture 
lu the middle west To a large extent 
our food problem Is not a condition, 
but a state of mind.' Within wide lim- 
its the areas of thts middle west can 



Raymiond Taylqri Earl Sunieryille. Ko 
holiday'. ' . 

Intormndiate room— Emo^ene Chinn, 
Priflcllla Cournd, Lula Wedel, Viola 
Boudoin, George Keulman, John Beebe, 
Antoinette Smart, Bonlah Harrison, 
Letha LaPlant, Ruaaeli Kuulmnn,L('ota 
.Savage, Marlon Spanggard Daisy Rich- 
ards i holiday. 

Prinmrp room— Albert Tilfany, Geo. 
Felthnni, Arthur Behrens, Einar Peter- 
iton, Mar.sliai King, Albert Ilormiin, 
Dorothy Heobu, Wesley CoiirniJ, Helen 
and Irene Kettlehut, Harold Sullivan, 
AretP.fl Keulman, Martha Hlllebrnnd, 
Charlie Schufer. No holiday. 



Protection Aoalnat Lightning. 
Coral necklaces have often been 
worn for warding off IlKhtnIng; also an 
eagle's plume, nn that bird is snppoHed 
to^bb (|Ulto invulnerable to lightning 
from Itn connection with Jupiter. Tho 
Romans wore also much addicted to 
wf'aring hay leaves as a preBcrvatlvo. 
The laurel, the holly and tho flg trees 
are supposed to be quite free from 
evil effects of lightning. The older 
Pliny said: "Lightning never strlUca 
the luuroi;* 



Beyond the Styx. 
Plain — Let ,niu see: They con- 
demned you to die, but permitted you 
to choofte the niannur of your death. 
Am I right? SooralcE—That's right. 
I told them hemlock jnlco was my 
poison. I Bald tee cream first, but 



Guarding Against Expense. 
It tooli a .Vow York mllllonario to 
hit upon the best schtme yet for cut- 
ting down household expenses If ono ^hP>' '"*^*'" '"*^' »"*"*** .again.— Puck. 

must wed; he married a fashionable' 

milliner. — Ualtlmoro News. 



Art of LWIng. 
Tho art of living rofemWea wrestling 
moro than dancing, for hero a man doed 
not know Ills movement and his raeas-, 
uro beforehand. No; ho la obliged to 
stand strong against chance, and bo*| 
euro himself as occasion shall offer. — 
Marcus Aurcllus, 



Cling to the Old Methods. 
English "manufacturers' agents" aro 
ready to present American goods to 
tho trades in South America, but they 
are extremely conservativo and dis* 
like to promote fresh klndif of goods. 



Names of pupils neither absent nor 
tardy during the monih of Jan. I9I4. 

High School room-Jannette Wallace. 
Jennie Willett. Pearl Harrower, Viola 
Kuhaupt, Marie Johonnott, Ruth I^ol- 
lock. Teresa Hoye, Maybelle Richards, 
Mnrguorite McCuUough, Madelyn 
Strang, Walter Forbrick, Laurel Pow- 
les, Lester Osmond. Fred Sheehan, 
George Lewis, Anna Drom, Evelyn ' 
Hoye Ruth Kinrade. Chorlesand James j 
Koran, Harold Hughes. Russell Smith, | 
Charlie Tiffany, Leiand Watson. IhoU- 
day. 

Grammar room— Gertrude Behrena, 
Edwin Drom. Myrtle Haynes, Gerald \ 
and Genevieve Pierce, Maurice Radtka. 
Jessie and Alonza Runyard, Frank 
Spiuiggard.Arlene and Leonard Stickles 
Mona Taylor, Marguerite Waters, Vir- 
gil Felter, Irene Keulman, Virginia! 
Radtkn, Morguerite Savage, Elizabeth; 
Tenbroggan, Susan TifTay. Grace Drom ' 




Lena SpafTord, Ralph James, Margaret' 

bo nrnd^rmineiVeiy produ'c"^^^^^ Louise Dupre, Leiand Girard, | 

farmers so will. With favorable cU- j Carrie Horcher, Merrill Sabin, Frank 
matic conditions, excellent 
population, good railroad 
splendid markets and other 
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Tausendschoen 

OR 

Thousand Beauties 

FREE: Every person answering this advertisement will, receive 
acopy of our Urge book "Fruit for home and Fruit for profit," a 
50 page book, which tells you how to plant and take care of all kinds 
of fruit, a true description of all varietea of Fruits, Ornametai trees, 
shrubs, roses, etc. It tell you where you can buy high-grade, true 
.to name, trees and plants for about one-half, agents price. Tau- 
sendschoen or Thousand Beauties, that beautiful new climbing rose, 
agents are asking $1.00 each for. FREE. To every reader of this 
paper who sends for our book, we will include a coupon which is good 
for one of these beautiful roses. Free, with the first order sent in. 

Here is a sample of our prices direct to you from the grower, 
■'13 apple trees. Agents' price. $2.60. 

\ Our Special Price to You 98c. 

■ 'r 
:] 2 Baldwin 2 Ben Davis 



2 Nor. Spy 
2 Mcintosh 



2 Wealthy 
2 Stark 



■t' 



1 Yellew Transparent 

if All iine 2 year trees 

Fill out and-mail the coupon below, or send us a p-jstal card, and we 
,^will include in this collection one of the above roses. We will mail 
you this book free and include a coupon good for one of these 
'^eatiful roses. 
'DON'T DELAY, sit right down now and send us the cou ponT 

Reilly Bros. Nurseries; 

Reilly Road, DansviUe, N. Y. 



ReilIy'3ro8. Nurseries, 

ReUlyRoad,Dan»viIle.N.Y. ^ 

Kindly flenid'me your largo book of fruit and how to grow it, as 
advertized in THE Al^TIOCH NEWS, also coupon for one "Thou 
sand Beauty" Rose, both to be sent FREE to my address glyen below 

Name '_ ' 



LJ 



Address. 
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ndvan 
tages of equal importance, the middle | 
west can and will produce vastly 1 
larger crops from her llelds. The | 
great problem of this rich territory 
is the proper handling of the laud and 
the supply of fertility to make our 
farms most efllclent. Tho new farm- 
er will make it hts first duty to see 
that all standing water in tho soil is 
drained away. Ho will use only seed 
of excellent, productive strains of 
grains, grasses, roots and other crops. 
Of course, he vlU keep live stock. 
Pasture areas of Illinois which now 
maintain about two-thirds of a head 
per acre will be made to carry two 
to three head of live stock per acre 
as soon as these acres are made sufll- 
clently productive to maintain this 
number of live stock. The mlddls 
west farmer Is not slow to see these 
changes, but Is wide awake and mak- 
ing use of the information ho gath* 
era from abroad and from other parti 
of this country. He Is trying out ex- 
periments, proving to his own utle* 
faction the profltableness of farming 
hts acre more Intensively. Intensive 
methods Include careful tillage' of the 
Boil and Judicious use of available fex^ 
tlllzers. Secretary J. K. Dlcklraon of 
the Illinois state board of agriculture 
In his 1913 report says: 

"The fertilizer output In IllinolB is 
greater today than ever before, and 
they have become a necessity to the 
successful farmer." 

This statement Is Indicative of the 
times. The thirteenth census shows 
that the tendency of farming In the 
middle west is towards smaller farms' 
on which more Intensive methods are' 
practiced. j 

The modern farmer Is informed as I 
to tho generil nature of the different 
types of soils on his farm, as to the! 
special needs of the common crops j 
which he grows upon his farm, and; 
how best to supply the great amount^ 
of plantfood to cause rapid, sturdy^ 
growth of crops and satisfactory ma-j 
turlty within seasonable limits. There 
is absolutely no question as to the ne- 
cosslty and profltabloricsp of barn- 
yard manures and fertilizers. New 
England, with her smaller farms and 
working under much greater disad- 
vantages, Is producing nearly one- 
third moro cropa per acre and over 
double the potatoes per acre that are 
produced on the larger farms of the 
middle west at tho present time. She 
Is doing this by means of good soil 
management and a liberal use of sult^ 
ablo fertilizers. 

Wo cannot afford to continue to 
grow less per acre thaa these older 
parts of the co^yitry. It Is not good 
business. Tho farm has become the 
groat business of Iho American peo- 
ple. It must receive the attention 
merited by big business. Within a 
.dBcado, wp prcdlt^t, a yield upon these 
farms of the middle west, due to in* 
tensive methods, which will look as 
wonderful compared with the yields 
at tho present time, as do those of 
tho countries, of Europe, where Inten- 
elvo meUiods have been pracUcod for 
a century. 
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farming . Powles, Edna Richards, Louis Shultis, 
faciiiiie&, I 



Popular Mechanics 
Magazine 

"•WMTTKN SO YOU CAN UNDKRSTAND IT» 

A GREAT Conttnned Story of tha WerM'a 
*^ Pravr«M which you may beom readinc 
at any time, and which will hold ypur 
interest forever. You arc livin« in the best 
year, of the most wonderful aire, of whatia 
doubtless the Hrcatest world in the univerae. 
A resident of Mars would gladly i>ay— 

^t1 fiCifi FOR ONE YEAR'S 
«pXyUUU SUBSCRIPTION 

tothlsmoRazIne.Inorderto keep Informed of 
our progress in EnRine^rintrand Mechanics. 
*jeyou rcadioK it? Two millions of your 
jcighbor* are, and it U the favorite mam. 
line in thousands of the best American 
homes. It appeals to all dasaca— old and 
young— men and women. 
TTiB "Shop Kotet" Depirtmiat (20 pacea) 
KlTM eftj.jr wajs to do {hliii.-«_iiow t.rmnlio 
useful aruclM (or home and slinp, repeilns, eto. 

"^r-'Jf,"."*'.''*'''"" no fiUC") tf-lls hoirto 
mikko Alla>4loi] lurtiltiiro, wlrt^lci'-^ nuintit iKiata 
ciiHlne*, iiwiglr, uiid nil t^^> tlilupd a b.iy Inrea! 
St^OPER VCAR. SINOLE COPIES IS CCNrS 
^RITC FOR rWEE SAMPtK SOPY TODAY 

POPULAR MECHANICS CO". 

^ 318 W. Wuhlnitioo St, CHICAGO a 



Collier's 

The •National • Weekly 

First Time 
in Clubs 

Until this ycitr 
Cotlier't has been 
solilat $5.50. Now 
the price is S2.50 
andwehsvc secured 
a conccrsion where- 
by we can offer it 
at a still further 
reduction in con- 
nection with tills 

publication. 
i 

Special Offer to Our Rcadert 

Rrcogntzini; the Hreat demand for CWHrr'f at 
the new price, we have niaile irransements to 
'•iTer It and our nwn publication each one year 
lor the price of Celfitr'tuUmc, Ttiis is aliniitej 
offer and must be taken advantaEieol promptly. 

What You Get m_ Collier's 

CttHtr't li the one hie. independent, fearless 
weekly ol the whole ccrtuilry. Not only ti it the 
coo<] citizen's handbotib but it is alio t 
masazine for the whole family. Amune the 
thinffs that a year's subicription gives atei 

1000 Editorials 

600 Naws Photos 

250 Short Articles 

150 Short Stories 

100 llluitraled Featurci 

2 Complete Norals 




Collier's ..... $2,50 

Aniioch i^lews $1.00 



Botb for udjr 

$2.50 



' -VU- ..■i.—-. — ^^t-iX*. 



Special February Sale 

' IjM^ order to reduce our stock and make room for spring goods in all de- 
partments, we will make a clearing sale of all winter goods, comprising 
coats, sweaters, underwear, wool and cotton blankeU, etc. The fol- 
lowing are a few specials for this week. 

S2 a SSI 



Men's Underwear 

All wool and cotton underwear, form- 
er price $liOO to $4.00 

This sale price 80c to $3.25 



Wool BlankeU 

LArge line of wool blankets, ' former 
price $3.50 to $8.00 

This sale price $2.25 to $6.50 per pair 



Women's Underwear 
All wool and cotton underwear, all 



sizes 



This sale price at 15 per cent, off 



Women's Coats 

About twenty ladies fancy coats, form- 
er price from $8.00 to $17.50 

This sale price from $6.00 to $13.00 



Children's Underwear 
All wool and cottton underwear, all 



sizes 



This sale price at 15 per cent, off 



Boy's and Girls Coats 

About one dozen winter coats, form- 
er price from $3.25 to $5.00 

This sale price from $2.75 to $4.50 




: 



Cash Department Store 
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Local Announcement and the 
Elgin Butter Market. 

J 



3G 
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EixiN.Irj..; \W 9--Tho L'oriimittfo 
decjnretl buiU-r ut 2i\^i 




Calf Mt'al at Hunt's, adv 

Genuine buckwheat Hour at WehbV, 

Mrs. Miies Ciirney is reported quilu 
• Hick,* 

Newt Crowley is contlned to hi» 
home with an attack of lunibngo. 

More Hood pictures at the Cystfd 
Theater, SaturdHy evening, 

Harry Tiffany of Chicago was calling 
on Antioch fritnds over Sunday. 

We are having good BJoighing In this 
vicinity for the lirst time this winter. 

There will be German Lutheran ser- 
vicea at the Chriallan Church on next 
Sunday at 2:30 p. m. 

Mr, and Mra. James Montgomery, of 
Columbus, Ohio, are visiting at the 
home of their aunt, Mrs. E. H. Ames. 

The pianjo centeat at the City Shoe 
Store closed Wednesday evening of this 
week. See Cribb'a window for final 
figures. 

For the next two weeks I will suit 
below cost all winter hats now on hand 
in order to make room for spring slock. 
Miss Addic Schafler. adv 

Mrs. E. A. Dorrance spent the latter 
part of lost and the first of this week 
in Chicago, looking up the latest spring 
fabrics and designs. 

Mr. and Mrs. D. A. Williams expect 
to leave today (Thiirday) for a 
three weeks visit at the home of their 
asn Roy at Dexter. Kan. 

Dr. F. S. . Morrelt has moved his 
family from Ingleside to this place and 
they, are now settled in the George 
Bartlctt house on Main street. 

The Antioch Hillside Cemetery socie- 
ty will hold .their regular monthly meet- 
ing and Bupper at the M. E. church on 
Wednesday, Feb. 18. Mrs. Libble King 
will serve. 

Mr. W. Powell Hale as an Imperson- 
ator and entertainer comes highly re- 
commended. Do not miss this number 
of the lecture course, Wt^dnesday eve- 
ning February 18. 

The thermometer registered 10 de- 
grees below zero Sunday morning and 
one degree below Monday morninp, 
*"which now insures an abundance of ice. 
All of the icehouses are working their 
full quota of men. 

Miss Edna Hoffman of Stoughton, 
Wis., has contributed the following to 
the "seeing things" column. While 
skating on a ponti in the woods near 
ski IscolToId, she last week discovered 
u nest of half grown robins. Next 

A petition has been signed by the re- 
quired number of legal voters of the 
Township of Antioch and fded with the 
town clerk asking that the question of 
having a single highway commissioner 
in place of the usual three in such town 
:flhip, be submitted to the voters of said 
. township. 

Last week we made the announcn^t 
.of the birth of a son to Mr. and Mrs* 
/Chaae McGuire. Thia was reported to 
vthia office In good faith, however after 
going to press we learned that the re- 
port waa erroheouB, having been started 
through a certain person misspeaking 
a name.' But this week we make the 
announcement that a girl arrived at the 
.McGuire home on Tuesday of this week 
'and Chase aaya he will swear that it is 
btrafght goods this time. 



Milk cniis at Iluut'a. adv 

Chick fetMl at Ilunt'rt. adv 

llo'Jr $1,30 per 



Ceresota 
Webb's. 



Safer yVay. 
"Dat or man o' yotfs is a purty good 
provider." "He ahows hla senBO." re- 
plied Aunt Chloe. "Ho wants to keep 
zne busy occupyin' dlshere aklllet aa 
a utenslle Instid of a weapon."— 
Waahlngton Star. 



Think It Over. 
Our colleague at the adjacent desk 
baa JUBt cogitated thla: If a-man has 
nothing, he must do' aomething to 
have anything. But it a man baa 
aomethlng, ho needn't do anything to 
have nothing in a very short time.— 
Boston Tronacrlpt. 



Curing a Cold, 
A doctor's prescription for a cold ll 
to first take a quick acting laxatlva. 
then a mustard foot bath, which will 
relieve moat of the cold 1b the bead. 
If preferred take a general hot bath, 
wmainlng in the water twenty mln- 
utea with a cold wet cloth tied on 
tho bead. But when this whole bath 
la taken a blanket must be wrapped 
round tho body, or, better yet, a soft 
bath robe slipped on. Take hot lem- 
onade or flaxseed tea. 



' Largest Flower, 
The largest flower in the world 
-growa oa th© IslondofMlDdanao.-Ua 
habitat is far up ,the Parag iriouu- 
tain, 2,SoO feet above iha level of, the 
Boa. Tho natlvCa give It the namp 
o\ Bolo. Ita full-blown blossom, flvo- 
petaled, Is over three feet in diame- 
ter, and weighs 22 pounds. The flow- 
er waa flrat found in Sumatra and woa 
called RaflieBiB Schadenburgla. in hon- 
or of Ita dlBCoyeror (whoever Uo 
.-waa). ' ' '.: 



Slick ill 

adv. 

A ali!iKh Iniif! of young pHoplf fnim 
hcrr- attonili'd tik- baHkft social nt Hick 
ory Tuesday ovtjning. 

Mr. and Mrs. John Clapp of Anatin 
spent over Sunday at tlie home Mr. 
and Mrs. A G. Watson. 

Mrs. James Fisher was called lo'K^- 
nosha last Wednesday to attend the 
funeral of her aunt. Mrs, Mary Sulli- 
van on last Thursday. 

Mrs. Wm. Hunter and Miss Mary 
Wilton left Monday morning for 
Utica, Nob., being called thereby the 
sudden death of their youngest broth- 
er, Harvey. 

The Manx ball at the Woodman hall 
last Saturday evening was one of the 
leading social events of tho season. 
The evening was spent In songs, music, 
curd^ and dancing. A large crcwd waa 
in attendance and all present were un- 
animous in declaring the "Manx boys" 
to be enturtuiners of the first degree. 

Last week a man selling spectacles 
mode a trip about town, representing 
himself to be the son of Dr. SchafTer 
ofGravslnke. The "bluff" ^ya8 a strong 
one, but somehow it was rather hard 
for an>one who had ever seen the 
younger Mr. ScholTer to believe that 
he could have undergone such a physi- 
cal change In the lost few weeks. 

Lloyd Biltett returned home Monday 
from Tuscon,~ Ari., where he has been 
visiting his sister, Mrs. McNeil. While 
away he made an extensive trip taking 
in many points in Texas and other 
states. He mforms' us that he called 
upon C. 0. Foltz at Oro Blanks, Ari. 
and found him hale and hearty and in 
the best of spirits. 



AUCTION SALE 



Having decided to quit farming the 
undersigned will sell at Public Anction 
tho Fairman farm, situated 1 mite 
south of Antioch, on 

Wednesday, February 18 

Commencmg at 12 o'clock the follow- 
ing property to wit: 

> 19 head of cattle— 17 milk fcbws, new 
milkers and some springers, Holstein 
bull 1 year old. Holstein bull G months 
old, team of bays, 7 years old weight 
2G00, bay horse 4 years old weight 1500. 
colt'7 months old, about 85 chickens./ 

Ford— 350 bp oats, 2 stacks of corn, 
10 tons tame hoy, 3 tons clover hay, 2 
tons upland hay. 

Machinery— Deering grain binder, 
Deering corn binder, sulkey plow.mow. 
er, 2 wclking plows, 2 cultivators, pul- 
verizer, seeder, corn planter. 2 set of 
drogs, truck wagon, hay rack, surrey, 
buggy, bob sleigh, 2 set single harness, 
2 set double harness, 20 milk cans, hay 
fork, rope and puUeys arid many other 
articles too numerous to mention. 

Usual terms ,,, 

Emil Christensen, Prop. 
Geo. Vogel, Auctioneer. 
J. E. Brook, Clerk. . 

M. C. CHURC H NOTES ^ 

SUNDAY SERVICES 

10:30 a. m. Preashing service. 
11:45 a. m. Sunday School. 
6:30 p. m. Epworth League devo- 
tional service. 
7:30 p. m. Song ond Preaching serr 

vice. 
7:30 p. m. Wednesday Prayer Meet 
ing. ^ 

The topic of morning sermon next 
Sunday. '*The atory of Uulh, the 
Moabitess " Evening topic, *:The 
Rewards of a Christian Life." 

Sunday evening, Feb. 22, Rev. Geo. 
McGInnis formerly pastor of the First 
Baptist church, Waukegon, will speak 
in Antioch M.'E.'church on "The Crime 
of Degrading Men." Everybody la in- 
vited to thebe services. 



Hickory Church Notes 

SUNDAY SERVICES 
1:45 p. m. Sunday School. 
2:30 p. m. Preaching. Service, 



Phone 338 



A. O.Stixrud. 



Topic of Sermon next Sunday, "The 
Story of Ruth the Moabitess. " Come 
In time ■ for adult bible class 1 :45 p. - m. 

Brother Glass spoke at tho church 
last Sunday to an appreciative but 
rather small congregation. But then the 
weather was fierce. Please remember 
that the preacher will bo at Hickory 
every Sunday, no matter what the 

weather is. 

The basket social was a great success. 



Old. Simple Names. 
TabUha and Dorcaa are both names 
that owe their origin to tho gentlo 
gazelle— although Dorcas In Ita mean- 
ing BUggests nothing of tho anlmal'B 
gentlanoss. for the name alKniflea dftrk 
and beautiful eyes. 



Oil Meal at Hunt's. adv ' 

For Siile— Four full blnnd while 
Wyandott rooatern, $1 a pii.'Ct'. R. H, 
Ovt'rton. 

Wantod— An apprcnticn girl Call on 
MIh? Addle SchafTer to make arningt- 
mi'nls for spring ft'ork. adv 

Archie MapU'thrnp arrived in Antioch 
Sunday morning from England where 
he has been for the past three months. 

Mr. and Mrs. Frank Drom of GfMioa 
Junction were in attendance at the fun- 
eral of their little nephew here Wed- 

nesday. ' 

Fetd Grinding—Satisfaction is guar- 
anteed every customer. We grind 
every Monday and Saturday. A. V. 
Chinn, Antioch Laundry. Stf ndv 

I have received my Ideal Ladies 
Tailoring book of spring styles. I am 
allowed to ofTer a discount often per 
cent on all suits sold before Feb. 25. 
Another concession Is the privilege of 
selling you your suit, coat and mater- 
ial enough to match so you can make 
your own skirt thereby getting your 
suit cheaper. Don't forget I am the 
agent for the Singer Sewing machine. 
Mrs. A. E. Dorrance. adv 



Afgh:in» Becoming Civilized. 
At preBenl over 100.000 AfKhan pn^ 
tienlH are Hiild lo visit medical nilH- 
Blon« on the border for special treat- 
ment. v\ large proporllon of theao 
casea are for dlKcancB of the eye, caus- 
ed by Hun Kinre, dutt Blorma and by 
fllOH, CHpecIally in tho cace of children. 
AIho there are many buUet or knife 
woundi* which retjuire Burglcnl treat- 
ment. Tlie mistion hoBplral at PcBha- 
war trentii, about 7,000 patients an- 
nually, of which two-thirdii are Af- 
ghann. 



Father Had a Very Good Excuse. 
A little Kirl frmn out of town woa 
viBltlng a littlo Janieatown n\\v.^ the 
Optimist says, and tho visitor noticed 
that no one askod dlvlno bluHSlng be- 
fore tho meal was acrved. "My papa 
always asks the blesHlng before wo 
eat." said the little visitor to her 
chum. "That's all right," quickly re- 
plied tho little hostess, who was eager 
to defend her papa, "and my papa 
would, too, but ho doesn't know any." 
— Kansaa City Star. 



Juot the Man Ke Wrtntcd. -'' -: 
"I underHtaiid you got into jnll" 
Raid rlie warden, "on account of a 
glowJnff milling proopbctuu." "I waB 
quite optlmlB,tlc,** admitted Uio gen- 
tlemanly prhionor. "Well, the gov- 
ernor wantH a report on condltlona In 
my jail. I want you to \yrito It."^ 
Pittsburgh' Pofit. • • 



Time to Cnll a Halt. 
When the but:y man gfla to the 
jjolnt where he can't elt down for an 
iiour and do nothing.' It's time for 
lilin to take a vacation. — New Orleans 
I'lcayuue. / o 



For Collector 



I hereby announce myself a candi- 
date for the ofTice of collector for the 
township of Antioch at tho coming 
primaries, subject to the will of the 
majority of the legal voters. W. T. 
Taylor. tf 



Tax Notice 

I will be at the store of Chase Webb 
in- the village of Antioch every Wed- 
nesday and Saturday to receive taxes. 
W. T.Taylor. Collector. tf 



Nature's Wise Process., 
In the case of all fish which take care 
of their young, n curious adaptation of 
natural law to circumHtances Is found. 
Those which take the greatest jwilna 
and care in ahelterlng their offspring 
have the fewest eggH, perhaps lesa 
than 100 at a lay, while, on the other 
hand, apeclcs of fish which pay not tho 
sllghteat attention to their you:ig pro- 
duce hundreds uf thousands, and even 
millions of eggs, at a Hlnglo lay. 




When Children Were Marketed. 
In sellinB their ohllUrcn the Japan- 
ese In the famine stricken districts 
are following a custom- that has not 
always been unknown In England. In 
.the year 1017 King Canute found it 
necessary to Issue an edict forbidding 
English parents to sell their children 
to the Irish as slaves, In accordance 
with their pleasing habit. 



li«ALLSBRosl 

! ^ OPTOMHTiaSTS •' 

Giaduates of >FConmcK 

OPTICAL COLLEGE 




m'ES^^^XJS^ GLASSES 
TESTED ^>^^^" FITTED 

AliTIFICIALEYES 



AUCTIONEER 

I wish to announce to the people of 
Antioch and vicinity that I will cry 
sales at very reasonable terms. I have 
had years of experience In the business 
and can guarantee satisfaction. A. 
Gorgensen, Loon Lake, Phohe 20-13, 



REAL ESTATE TRANSFERS 

^KUitNISnEOBY . . 
LakoCouniy Tillc and Trust Co. 

AbotmrlitnrTltlr. Tlllr* (JiiarnnlffJ. 

MAwtsir t>:mi'LK ai'ii-niso 

WAUKEGAN - ILLINOIS 

LOUIS J.(tnHNKK Ht-crftiirj 

Alex Tweed and wf et al to J 
W. Irion, lots 8. 9, and JO 
Tweed and Wilmington sub 
Fox Lake wd . $-2:100 00 

E. S. Faulkner and wf to W. J. 
Schreck 80 acres in s e J sec 
29, and part n e J sec 32, 
Warren township w d ' 9500 00 

Emma Burke and bus toJ W 

' ,Hart part lota 2 and 3. blk 4. 
Cook's sub Libertyville w d 4300 00 



fOR SALE OR EXCHANGE, 
REAL ESTATE 



. .For Sale or Exchange-A well im- 
proved farm of BO acres, in Lucas Co.," 
Iowa, in a good country, close to a 
good town. Also a good improved 
fruit and dairy farm of 100 acres, two 
milea from Doniphan, Ripley county, 
Missouri. Will take In some good 
horsea or some good Income city pro- 
perty on either one of these farms. 
Also some good improved farms includ- 
ing personal property, In Juneau 
county. Wis. adv 

For Sale— Some well improved farms 
good location, in Juneau, Adams and 
Monroe counties, Wis. Also several 
thousond acres of ^unimproved, close to 
good towns, where land is selling fast, 
and advancing fast every day. Situat- 
ed in Wisconsin, North Dakota, South 
Dakota, Minnesota and Missouri. 

For Sale— Some well Improved farma, 
from 20 to 300 acres close to tho station 
in Kenosha county, Wisconsin and Lake 
county, Illinois. These farms can bo 
bought right and on easy terms. Also 
some good houses and lots, in the towns 
of Bristol, Wisconsin, and Antioch, ill. 

For Exchange— A good house of Ave 
rooms and basement, on a corner lot,, 
good location and in good cpnditlon, In 
Waukegap, HI. Price $1200. Will 
toke in some horsea on this as part 
pay and give time on the balance. 

For further particulars callpn or ad-, 
dress L. J. Slocum,. Bristol, Wis. adv 




Two N EwsPAPERs FOR ONE Price 



li^ Cents a Day 
for World 




Hira'a the greatest buy ing^opport unity you were ever ofTcrtdi 

The n«wi of what the world It doing, and the new* oftht nc^gV 
borhood, for 1 I-IO cents a day. 

A great Chicago 'dally— The Record-Herald— and your horn* 
newspaper, for almoat the price of one. 

Think wluit thlt meant. It meant complete and reliable market 
rcportt every dav. It meant dally newt of the finmnclal world. It 
ttetju up-to-the-nour information, rital to you at a butlneu man. 

It meant adrancement of ideas In the home circle, to be derired 
from day-to^ay oritlcltme of the current drama, mu&ic and booko^^ 
rtTlewi for wUch The Record*Herald It noted.. 

It meant added knowledge, broader minds, greater Interest»^ 
for every member of the family — through the following famous 
Record-Herald fcaturet: 

Dally there are articles devoted to tne household— adranc* 
fathion* newt, .helpful housekeeping hints, etc., etc. — Sparkling edi- 
torial comments on topics of the day — brilliant thoughts of big mindi 
on timely tubjccts— clean, crisp columns of tports^ — pointed para- 
graphs by one of America's foremoBtbumoristt— clever cartoont of 
patting ovent»— and a continued ttory by tome noted author. Th», 
Recoru-Hcruld news gathering facilitiei are world-wide In icope, and 
unrivaled In reliability. Comprising the newt of the Attoolatcd 
Prett— telegraph newt from tpeclal correspondentt In erery Urg* 

city of the East and in evtrr town of the Central West news 

that comet over leased wiret from New York and Woahlnfftoii— and 
the foreign cahle tcrvice of two of the biggest New York City new»- 
papera. 

AND ALL FOR 1:% CENTS A DAYi; 

It'a nothing to betltata ererl Xfb ■onrtblng t» gwp K OW; 
whlla U*a efferedl Stop In at the vfflos m Mnft u A abwk wltk 
your ordo-i whUa the opportunity lotto. 

Hm*o Ibo Propotltloi^ BrUfIn 
,THE CHICAGO RECORD-HERALD frogolor prtco . 



for. ODo year) doily. tU days n wi 
The Antioch Ncvw 



$4.00 

$1.00 



BOTH, to you TODAY (tpecUl prleo tvttnmj*i*\ • • • • • • • $4.00 
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™^ MARTNELL '=° 

.CARRIAGE,' AUTOMOBILE^ HOUSE AND SIGN 

PAINTERS 

Having secured the Geo. Huber business, we are prepar- 
ed to do all kinds of painting and guarantiee satisfaction. ' 
Cor,, Main and Railroad Sts. Phone 513. Antioch, III 
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The Grocer 





When cofFcesare judccti sole- 
ly upon quality in tlic cup, tlie 
grocer Rives you tlie best value pos- 
sible to procure. 

Tlie Rroccr is tlic most conven- 
ient nnd thn Icnsl t xpcnflivodlfitrlbutoroE 
roiistctl coftcc; therofoie, )io Iti thfe most 
IorIcqI distributor-of coftee, and the una 
xuust Ue^ervlnif oryour patroautto. 

Mex-O-Ja Coffee 

tfl a blend of our selection of Rentilne 8ao 
f Jiulo urid Moiican varloUes — « coIIm dd- 
nwtchAUa nt tlu iiiIcB. 

Every packaRc contains a full pound, 
n«t wo[8lit'~nn<l it comra to you lRii«anit«ry pro* 
t«ctor carton, wlUi broul ffrvaa aoU red ilripei. 

Tbe Price May Cbuce — ibe QntlJty Never 

Price tuhjM to re* 'Ql t% C^nt^ 
vision acecrding to th* J* 1 1 ^'=**" 
cost of rav maierial. xif V **" ^ 

. ARBUCKLE BROS. 

Hez-O-jR SoJn Dt'pt, - . 
365*M5 E. llUooU St.. ClilcflSo, 111; 
To Gtt But RaulU Grind Your Cktfftt oC Uomm 

iPronounecc! 
iMEX-O-HA, 



Sopo^ 



Mtl 



OVER 65 XE:AR8* 
' EXPERIENCE 




Trade Marks 
Debigns 

copyriohtb &c. 

Anyone Bendlnft a nketrh mnd descrlpilon mnr 
quickly mceriiilii our oplinoii froe whother au 
iu?niitlnn la pniliattlT imtontuhlo. Coniniunlrn- 
itonentrtctlrcnnndeiitlnl. KANQBOQiC onl'iicuta 
Burit tree Olilcat uitont'jr lorHocurincpalcnta. 

I'nliinu taken ihruucli Ajunn & Co. recvlTc 
tpf cloJ notiu, witboot c bnrg e, latbo' 

Scientific JIttterican. 

A hftimi'tmciT lliniilihica wpckly. J^nrireflt rlr. 
nilatiuit (it HiiY bnuiitlUc journal,. 1'crnin. t^n 
jpiir; tnur uiitiitliA 4L tiuld byull ncivMitDutcrH. 

MUNN & Co.^"-'"""*"- Nsw Torft 



Uraucn l>ni(f]. trib t* Pt^WiLiniiJiri'iH 1>. U 



I have opened a liofae slioeing 
shop and K^'nt^ffit bluclcBmithing 
in the Bidunia shop" oh '{(Taui"^'* 
Street and guarantee eatis- 
faction. 

GIVE ME^A CALL 
A. N. RODBRO. * Antioch, IlL 

J. C. James, Jr. 

Juslke d( the Peace and Notary Public 

Real Estate 

Both Farm and Lake Property 



Fire Insurance Agent for Several 
Qood Companies . . ^ 

Accident, and Life Insurance, Reas- > 
ohable Rates and Good Companies--: 

4* C; James, Jr.. Antioch, III.- 



BANK 0^ ANTIOCH 

EbWARD BROQK 
BANKER : 

Buy and Sell Exchange and du ■ 
.General Banking Busiheu 



J. C. JAM ES, JR. 

UNDERTAKER 







LICENSED EMBALMER ,i 

Licensed by the ' State Board 
of Health 



L otus Camp No, 557 H. . W.[A. 

MiH'tN at 7-^U the qntt aa 
ttilrtl 3IonduT nrliulnK ol 
pviTj- nioiitti III WoodineB 
null, AiitlocU, ntEvbltlDs 
Neighbors ulwnrrwelcome 
KD (iAKtlEl^?, V:c 
J. C. JnmeA, ClerlsK- 



T. N. DONNELLY &|:0. 

L,oan and Diamond Bro'^ra 

Nnmber !M North Deurlmroat. 
OtomondBtWatcbeK noil all KlndR ot t'eVe. 
nt less than cobt. AtliuU th^ prlc<> jout 
ueuUir stores. Deo 19 n.« » 

4\ - __ 

' T"^ 

CEQDOIT LODOK No. KJ?, A. F. 4 A.M.. 
^ holil rvicular cohiiuuuIcuUoqb the first and 
third Wednesday eventugs ol over; month. 
VlitltliiK Brotlieru alnurs welcome. \ 

yiUNKUDBEB, Beo'J 

£LU£B BROOK, W.U. 

The Enstern Star neetV second' and toorth 
TbursdujA of each moath. 

Dora Bahlni.W. M. 
IDA OSMOND. Seo'y y ' 



■ \ ;ii 
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LO. STRANG 



Lioented, Embaliner 

and 

Funeral Directora 

ANTIOCH, . - - ILLINOI^ 

Phone 311 
Alfio Farmer's Line 
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SYNOPSIS. 



The itory oporrn with Jwwa Smith r«- 
iBtlnir the itorr of his birth, e^rb' '"p in 
Ijibrartor iintl of thr tleftth of hl» f»thnr. 
JrMo bPconifB a aaJIor. Hti mother niftf- 
fIm the master of the nhip and both are 
loat In the wreck of the veaael. Jmw» 
■bewimeH a cowboy tn Texa«. He marrios 
Polly. 11 Binrer of queatlonabte luorala. 
■who later la reported to have committed 
■ulclde. JeMiio berome* a rancher and 
moTea to nrltlsh Columbia. Kale Trevor 
takes up the narrative. Unhappily mar- 
ried. « he contemplntei! nulclde. butchanifes 
■har mind after mcellnic Joaie. Jessj; ren- 
mes Kiite from hor dHnk-maddened liui- 
band who altempta to kIW her. Trevor 
loBes hid life In the Ilaplda. Kate rejectii 
■offeni of Krand opera managers tn rt-lurn 
to the BtaRP and ninrrtm Jesse. Their 
-married llfi> Htaris out happily. Kate sue* 
rumba to the plt-adlnKH of a composer lo 
return to the staifo and ninii away with 
him. She refieues Widow OTtynn from 
lior bumlnK house. Is badly hunied her- 
self and returns home, where Jegse re- 
ceives her with opi-n arms. Jesae ciil s 
on neighbors and plnns to capture ''J^ttl" 
thIevM. Kato Is re!»riied from the hand^ 
of the bandits. Jesse la captured by the 
TObb«ni. but by a clever ruse makes pris- 
oners of the robbers. They are turn^il 
over to a United States marshal, who has 
arrived with extradition papers. Jes.«o 
takes cbarRe of th^ outlaw chiefs son. 
Billy O'Flynn. havtnic promised the chief 
to keen him out of his father's profession. 
He takf's Blllv to Vancouver and the 
' lad Is shanphaled. A son ts born to Kato 
and Jesse and Is named David. Jesse re- 
ceives a letter from hia first wife. Polly. 
■In which she tells him she deceived him 
Into thlnklnp she had killed herself. For 
the honor of Kato and their son. father 
and mother sparate. Kate and T>avld co 
to Enitlnnd to llv**. Four years later Billy 
O'Flynn arrives and tells Kate how Jesse 
has been ruined and ostracised throuRh 
fhe vlndlctlvrness of Polly. Kate arrives 
In British Columbia, lays plana to help 
old friends and defeat the plots of Polly. 
Provisions and help arrive In time to 
•ave Jesse's life. He heara of Kate's ar- 
rlral and of her plans. 



wrong whllo I wanted my broakfaat. 
They think tboro'o Bomethin* In my 
argument. 

Tho news Is bettor for beloK dia- 
cuBsed. and best of all I reckon this 
man Eura who la to Bldo-track Polly, 
building a town at the foot of the 
Hundred Mllo FalU. Tho plnea on 
the high land, too Bmall a trash for 
lumber, ar© good enough for pulp to 
feed a mill, whllo paper la the plate 
from which we cat our knowledge. I 
Bee the black bush turning Into hooka, 
tho Innda In oata or pnBturn till they're 
warmnd for wheat and when wo come 
to tho rocks thortj'a marble to build 
collegea for our aons. gold to endow 
them. Tho land too poor for any oth- 
er crop, is beat for raising men. 

It's only because I'm happy I write 
nonBonao, feeling this night aa 
though 1 wore bolng cured of all my 
blindness. I have a acnao that though 
I alt In darkneaa, my wife la with me, 
and If ray eyes were opened, I should 
see her. Is It our weakness which 
glvea such strength to lovo? 
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CHAPTER Ill^-Contlnued. 
When he'd tended tho horses. Iron 
Bet up a clock upon tho shelf, ao I 
might hear tho ticking aa time paased. 
iKe carried In armloada from the 
■alelgh, he opened caaea, he spilled out 
«acks. He showed me maple syrup, 
try-your-flfrength cigars, a dandy rifle 
-with plenty ammunition, hooka, 
<lothes. candy, a piano which plays 
Itacir. then garden seeds, and all aorta 
of things which you'd hare honed for 
In the long ago. Tho place waa like 
■a barter store, piled to the beams 
with riches wasted on me. who hadn't 
a neighbor left ,Why, even Iron, who 
naed.to, th!;ik.for no one but himself, 
^ad'a kilte'a for me, warm in hla pock- 
et, and forgotten until a caae of bard- 
ware squashed out Its beat Sunday 
scream. Who'd ever think, too, that 
BO small a bundle of fur and clawa 
should have a purr to fill my whole 
bed with joy. Surely, X loved this 
world I'd BO nearly quit, when after 
aupper Iron loosed a gramophone. 
The Hudaon's Bay man had shown 
lilm a special "record" from England, 
the angel song In Chopin's "Marche 
Funehre." We had that first, the very 
song abe used to sing In this cabin, 
tlmea when I reckoned It a shameful 
thing for any man to cry. 
It was Kate'B voice. 
Ob, teU God, mother, that I'm very 
grateful. I heard her voice fllUng 
thla^place which uaed to be her home, 
^-''fhbugh my wife and I are parted for 
>all our yeara — love flnda a way. 

A week or more had pasaed, and I'd 

■mj ■trenglh again. The river had 

froxen solhiat we could cross to the 

htmtlns grounda beyond, and when we 

came back our camp waa full of meat. 

The truth la acarce. being winnowed 

(by many preachers, and my gralna 

when I try to e&t them, are mostly 

Jbtuka. Iron calla me a coward. But 

Polly only weighs ninety-eight pounds, 

ftnd I two hundred, ao that I couldn't 

have managed to feel brave flghting 

'lur. Then Iron claims It's not the 

'.little woman 1 ought to flght, but tho 

I big, evil she did in bringing all our 

settlers \o death or ruin. A woman's 

.whim la light as thletle-down, but thls- 

"^eaVchoke the paature unleaa you flght 

them, and Christ himaelf fought to 

the death agalnat the evlla which grew 

rank around him. I doubt I've been 

JL cowardly aort of Chrlatlan. 

I'd got, so far In thinking my morals 
needed repairs, when a new thing 
Ixappened; pointing out tho way. 
OTlynn^rode over burning the trail 
from thii Hundred. My wife la there! 
O'Flytin baa aeen my aon. he has 
Bpoken '-^wlth Father Jared. be has 
come with Kato from England, and 
he Ieft3her nursing at Bolt. Taylor's 
.bedside,'' She is aendlng Surly Brown 
from,Soda Creek with a cable, to build 
' a neV scow, and start tho ferry again. 
Ransome Pollock's to manage the 
Trevor ranch. Iron's to reopen the 
Sky-line while she makes hla peace 
with ' the ownera— O'Flynn -wants to 
run tho packing. She la flndlng a doc- 
tor .to take McOoe'a practlae. Tearful 
; George la to buy an imported stallion, 
and drift him with a bunch of East 
Oregon marea to stock my empty 
pastures. The dead settlement is live 
again as though there had been no 
Polly, to rob, ruin, and murder among 
our pioneers. And then my wlfo will 
send young Ehgllahmen to school 
-with mo for training. 
f:.-Btroke by atrolto this Mr.'o*Flynn 
- cornea lashing hoin.e the news into 
my hido, aa though, I were being Hog- 
ged. Ho saya ho hated me i^lways, 
hut ' never deaplaed mo before aa he 
<looa now. My wife and I should 
change clothes, only I'ii be too uselcaa 
' /or^woman. Iron says tho same/ and 
in a moat unchrlBtian way 1 thrashed 
the pair, knocking tlielr heads togeth* 
, ler. for putting mo too much In the 



CHAPTER IV. 

At Hundred Mile House. 
Kate's yarrative. 

Mr, Eure inspected the woods and 
water-power, then departed for the 
coast, secretly to buy timber limits, 
avowedly to find a nurse and a doctor. 
Mr. Tom Faulkner, his engineer, 
surveyed, then let contracts for tem- 
porary snow road, log bulldtnga at the 
falls, and a telegraph line which 
would secure our buslnefls from being 
known at Polly'a poat-offlce. 

Mr. Dale reopened the Sky-line 
mines, jwndlng my arrangement with 
the owners. 

Mr. Surly Brown placed a cable 
and built a scow In readlneaa to renew 
his terry bualnesB. 

Mr. Tearful George placed loads of 
forago a day'B march apart across the 
forest, then drifted live stock Into 
Jesae'a ranch. 

Father Jared sought out young gen- 
tlemen to be trained at Jesse's "School 
of Colonial Instruction." 

Mr. William O'Flynn became bar- 
tender, despatch rider, stable man, 
general adviaer, and commander-in- 
chief at the Hundred. 

A bewildered Chinaman, with a yel- 
low amtio, cooked, scrubbed, chattered 
pldgln-Engllah, and burned tncenae 
to Joss in the kitchen. 

And I, Kate, was busy nursing and 
keeping house, with never a moment 
to spare for the specters which throng- 
ed our forest After the anow road 
diverted trafQc, my one visitor was 
Pete Mathson, who on Saturdays 
climbed the long hill for his rations. 
When my patient was well enough, 
ho would talk with "Bolt" Taylor 
about old tlmea In the gold minea, or 
on the high technlc of pack-train har- 
ness, above the comprehension of a 
woman. 

Until the nurae came I waa with my 
patient always, and alept In the same 
close room. On her arrival— how I en- 
vied that pretty uniform — Nurae Pan- 
ton proceeded to set ua all to rights. 
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She waa a colorleaa creature, aupport- 
ed by routine as by a corset and 
Billy Informed me that she needed to 
be' shocked thoroughly..' He told her 
that the patient, being a aallor* wanted 
nursing done shlpahapo and Bristol 
foahton. Nurse and 1 : wero to have 
each four houra on and four off, with 
two dog or half watches, which would 
dally reverao tho order, ao giving ua 
the middle watch by turna. 

Whether relieved at midnight or at 
four a. m. I would put on my fura for 
a little prowl outdoors, To Icavo the 
house when it waa forty degroou bo- 
low zoro, felt like the plunge Into an 
ley bath, but gave tho aumo rofreah* 
ment afterward. 

Once aettlng out on. such an excur- 
alon I traversed tho dtnlng-hall, enter- 
ed the dark barroom, and. opened the. 
inner door which gave upon the porch. 
But this time I could not puah tho 
atorm door open. Something roslatcd, 
something outside thrusting nt tho 
panels, aomething alive. I fell back 
■against thp bar, Imagining beara, bur- 
glare, bogles, anything, while I Uateu- 
cd, afraid to breath& 



It waa then I heard a voice, a girl- 
ish voice outaldo In the Arctic cold, 
chantlflg a ilngsong recitation aa 
though at school: 

"Bruce, Bruce; Huron, Desoronto; 
Chatham, Cayuga; Guelph — notOiiolph 
—oh, what comoa after Cayugar* 
Then feeble hands battered against 
the door, "Teacher! Teacher!" 

But when I opened the door, the 
girl stopped back afraid. 

"You're not the teacher." ah© said: 
"oh, toll me before she comes. SUty- 
slx counties and tho towns have all 
got mixed." 

"Come In and let me toll you." 
"I daren't! I daren't! You're not 
tho teacher. This la not tho achool. 
You'll take mo back!" 

She turned, trying to run away, but 
her Icgn seemed wooden, and she slid 
about as though aho wore woarlng 
clogs. 

"I won't," she screamed, "I won't go 
back!" Then she foil. 
"Deor child, you shan't go back." 
But still aho shrank from me. "Ob, 
loave me alone!" sho pleaded. 
"Mayn't I give you sorao lea?" 
"You won't take mo back to Spite 
House?" 
"Not to that dreadful place.'* 
"Do you keep girls, too?" 
"There's only a nurae, and a poor 
dying man." 

"And you'll hear me the counties 
of Ontario?" 
"Why, yes, dear." 

"1*11 come then," but as she tried 
to get up, "It's cramp." ahe moaned. 
"Dear child, you're freeilng." 
"I'm not cold, It's cramp." 
Sho muat have fallen through the 
anow which covered our wntor-holc, 
for ahe was literally Incaacd In Ico 
up to the breaata. 

Finding I had not atrength to carry 
her. I shouted for the nurse, who 
roused Billy, and then tho Chinaman. 
Together we carried her Indoors, gave 
her brandy, and laid her, dreaaed aa 
ahe waa, In Captain Taylor's bath. 
Then while Billy rode hard for a doc- 
tor, nurae and I filled the bath with 
freezing water, which for eight hours 
we kept renewed with Ice. 

She told me of a village among Tlne- 
yarda, overlooking Lake Ontario, Juat 
where a creek comes tumbling down 
from the Niagara heights. Her fa- 
ther, a retired mlniater, wasted hla 
narrow meana In trying to ralae the 
proper grapes for sacramental wlno. 
Mother waa dead, and nine amall chil- 
dren had to be fed and clothed, to ap- 
pear with decency at church and 
achool. ao that they would not be 
aahamod among the neighbors. 

Then Uncle John found an adrer- 
tlsement In the paper. A governess 
was wanted for four children eome* 
where in British Columbia. Tho 
wages were ao generous that there 
would be enough to spare for helping 
father. It meant ao much of proper 
food, and good warm clothing for the 
younger children. So referencea were 
exchanged with Mr. Brooke, who 
wroto most charming letters, and Un- 
cle John lent money for the Journey. 
My little schoolma'am puraed her lips 
severely over that loan, which muat 
be repaid by inatalmcnta. 

Mr. Brooke met Jenny at Ashcrott 
and took her by alelgh nearly a hundred 
miles, getting more and more familiar 
and horrid until, in a state of wild 
fear of him, she ran for safety Into a 
drunken riot at Spite House. The 
waltreaaes were rude and cruel. Polly 
lay drunk on the -floor. There wero 
no children. 

After I learned from Mr. Eure that 
I was a prejudiced wltneas, without a 
ahred of evidence, that ^ no court 
would llaton to hearaay. and that the 
dying girl's confcaalon would not bo 
allowed In court except It wero made 
under oath before a magistrate. Poor 
Jenny would never have told any man 
what happened at Spite Houae; she 
would not have given the last aano 
momenta of her life to vengoanco; 
and ao there was no caae agalnat eith- 
er Brooke or Polly In a crimo which 
had earned them penal servitude. 

Vengeance? I think our prayers to- 
gether did more good, and when the 
time camo for Jenny's removal to a 
bed of lint aoakod in carbolic oil, ahe 
was prepared to faco the coming pain. 
"Shall I die?" she naked. I could 
only klaa her. 

"Then," sho said, "even if it Isn't 
true, tell papa I died game." 
' Sho waa Canadian, and there la 
valor in that blood. 

Before aho waa moved, Doctor 
Saunderson, of Clinton, had taken 
charge, and alnco we lacked petroleum 
enough for a bath, approved what wo 
had done. Ho uaed opiatca, but tho 
pain, after a frostbite la thawed, la 
that whl,ch follows burning. On tho 
third day come exhaustion— and re- 
leaao. 

I waa obliged to givo evidence at 
tho Inquest, and my profession has 
taught me quletneaa, restraint, aim- 
pllclty. The coroner might talk law^ 
but I was dealing with men; It waa my 
buslneaa to make thcni cry. There was 
no case- against Brooke, but from that 
time onward vlaltors to Splto Houae 
wero treated ao lepera until they left 
tho country. - 

For tho rest, I would not be preaent 
either at th(j funeral or ut the pubUo 



meeting, or aoo the press man who 
camo up from Aohcroft, or dlacu6a tho 
matter with any of my ttolghbora. 

The theme waa one diataatoful to 
any woman with oinlroa to decency. 
Theee thinga are not dlBcusaed. And 
ovon If through mlsfortuno my rela- 
tlonablp with Josae become n common 
scandal, at least I need not ehnro the 
conversation. To make a aceno, to 
dlacuas my aflnira with atrangors, to 
aeek public sympathy, wore thinga Im- 
poealble. Yet I heard enough. The 
waltresaea wero gone from Splto 
Houae. the conatablo waa dismissed 
from his position; tho bualncas of tho 
poat-ofllce and atagc-Uno wero trans- 
ferred to Mr. Eure'a stopping-place at 
tho falla. Brooko and Polly wero left 
alone, with no power, it aeomcd then, 
for any further mischief. 

Until It actually happened, I never 
expected that Brooko would visit me, 
but perhaps from his point of vlow tho 
event waa piquant 

When I aakod him to state hla bual* 
ncaa] with a largo geature he claimed 
tho visitor's drink. It fa «n old cna- 
torn, which I broke. 
"You think I'm a vlllalnr 
I rondo no comment 
"I've come to thank you, ma'am. If 
you'd pressed that girl's caao It might 
have been well — awkward." 

I told him that had I known tho 
law, I should have done my beat to get 
him penal servitude for life. 

"That's Btralght," he answered In- 
dulgently, "you always wore clear 
grit and that's why I want— well, 
"ma'am," lio lowered hla eyoa, "I'm go- 
ing to confeaa. You- don't mind?" ho 
added. 

My eyea betrayed my one doalre. es- 
cape, but ho stood in tho doorway 
leading to the houan. 

"Your presence," I aald, "la diataato- 
ful. Pleaao will you let'mo paaa?" 
"Not till I've set thinga atralght" 
There waa no bell with which to 
summon help, and I should have been 
ashamed to make a scene. 
"Go on." I aald. 

"I dunno how you feel, mum. about 
life. Pvo been dlaappolntod, atartlng 
In with Ideals, and there're gone. ' Pm 
as straight aa the world will let mo, 
without my going hungry," 

"Yea." Brooke alghed, "I'm a dlall- 
lUBloned, disappointed man." 

I had a curloua aense that thla actor 
of life waa trying to be real, and In 
the attempt he poaed. 

"Not that I claim," he went on. 
"that Spite Houae la anywaya holy. 
It's not Of course, a sporting and 
gambling Joint meeta a demand, a re- 
grettable demand, a thing we both 
abhor and wotild like to be ahut of. 
But since demand creatoa the supply, 
let's haTO It tn high-toned style, not 
run by thugs.. That's what I say." 

His spacious benevolence aeemcd to 
confer partnership, yet to t>e shocked 
at my Immoral tendencies. 

"However," he sighed, "It's over. It's 
done with, shoved aalde. There was 
money In It, but amall money, and 
we pass on. Old Taylor may have 
told you that as far back as Novem- 
ber we decided, Mra. Smith and me, 
to run the houae as a flrat-claas reaort 
for touriata. We bought the Star 
Pack-train from Taylor, and the old 
cargador la making our new riggings." 
Thla was news indeed! 
"Of courae pack-tralna aa auch are 
out of date as Noah'a ark, and we've 
got to march with the proceaalon. 
You'll see In this prospectus," he held 
out a paper, "well. 1*11 read It Let's 
see — yea-^'Foreat Lodge, long under 
the able management of Mrs. Jeaae 
Smith, with great experience In* • • 
• no, It's further on— 'Foreat Lodge 
Is the natural center for parties tIow- 
Ing the wondrous wilds.' That should 
grip them, eh? 'Experienced guldea 
with pack and saddle animals from 
tho famoua Star atajo,' we can't call 
them mulea, of courae, 'will eacort par* 
ties vlalttng the acenerlea and hunt- 
ing grounds of) the Coaat Range, the 
CarlboOf the Omenlca. the Bablno, and 
the Caaalar.* That ought to splash!" 
Billy had warned me of bad char- 
acters' settled, :Dn; the landa, toward 
Jease'e, ranch.' Were these Brooke's 
"experienced, guides?',*: ^: ■ 

"Naturally," Brooke folded his pros^ 
pectus, "the sporting, trade bad to bo 
cloaed right down before tho tourlat 
connection took a hold. Millionaire 
sportsmen out to spend their dollars, 
expect to And 'things Juat so. They 
want recherche meala, and unique dec- 
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real charapagno Wlno, and 
ovoTythlng 'Imported' even when It's 
ninijlo on tho ajwt They don't make 
no; hurroar ovor losing n few thou- 
aaiid nt curda. but they Juat nln't going 
to Btand aeelng Polly laying around 
drunk on tho barroom floor. I toll 
you when thoy cornea I ain't going to 
havo Polly around my pincn. That's 
Btralght She'll got hor marching or 
dors P. D. Q." 
So Polly waa next for betrayal. 
"Yoa." Brooko bocamo very con- 
fldontlal. "Whot I require nl Forest 
Lodge la a real society hoatess, a Indy. 
YoB, that's what's tho mattei^-a lady. 
Now that's what I come about Ever 
alnco I aeon you. Mra.. 1 mean nui/Uci, 
I mean — ** 

He bdcamo quite dimdcnt. leaving 
tho doorway, leaning ov«r tho coun* 
ter. 

"Would you—" ho began, '.'would 
you bo prepared, ma'am, to — " 
My 'way waa clear, and I ran. 
Billy bad held these last few weeks 
that Polly's funds were gone, that she 
was pennllesa. He bogged me to let 
blm deatroy tho great sign-board 
acroaa tho rood to Spite Houae. Fail- 
ure to renew that would tndcod be 
conclusive proof of the woman's 
penury, but tho moanneaa of auch a 
teat revoltccl mo, for ono does not 
atriko a fallen advoraary. 

Were there any funds to promote 
black pines and mosqultoca as an at 
traction to mllllonalrca? Brooko In 
his folly had divulged that foolish 
achemo, aufllclent to complete tho ruin 
of a poor wretched woman, before ha 
abundon,cd her Interests to seek, hla 
own. Was It, true? I went straight 
to Captain Taylor. 

"Yea, Kate," ho chuckled, "tho mur^ 
der'a out at laat You aeo I'm not ex- 
actly proaperoua, and my retired pay 
Is a drop in my bucket of debts. And 
then our good friend Polly Invcated all 
her wealth In buying up tho mortgage 
on this ranch," 
"But why?" 

"For fun. For ths- >leaaure of turn- 
ing me. out She kindly granted me 
permlaalon to alecp In that old barrel 
which uaed to belong to my fox, but 
then you aeo I really couldn't bo un- 
der any obligations to the lady." 
"Did you pay off tho mortgage?" 
"I did. So Folly atruma rag-tlm« 
tunoa on my piano, Brooke wears my 
early Victorian frock coat, they aervc 
their beans and bacon with my family 
plate, the gentleman sports my creat, 
tho lady has my dear mother's dla- 
monda which are really paate. My 
dear, they're county society — you real- 
ly must call and leave carda." 
"But the portraits!" 
"They atared at me ao rudely that 
I burnt them. Anceatora ought to re- 
member they're dead, and they'd rath> 
er be burned, too, thfin be claimed as 
Polly's aunts." 
"And the Star Pack-tralnr' 
"A balf-intercat, my dear, a half- 
Intereat that's all." 
"So you're In partnership?" 
"Why, no. Fact la, old Pete has 
been working thlrty-flve years, with 
hla faithful eyes shining behind that 
hair— It's silver now, eh? Well, I 
couldn't leave him tn the lurch. And 
there's the Hudaon's Bay, to conalder, 
with forts up north depending on us 
for supplies. And I auppoae, when I 
come to think of It, Pm rather proud 
of the outfit So. In my aentlmenial 
way, I made a deed by which Pete Is 
managing owner, with a halMntereat 
while Polly la aleeplng partner with 
no right to Interfere." 
"You've told Pete?" 
"No. 1 auppoae Pve got to own 
upr' 

"You don't want Fete to be cheated 
by hla partners." 

"You're right Juat open my desk 
and look Inside. It's the paper on 

top." 

I found and read the deed. 

"You've read it of course," I said. 

"U was read to mo by the lawyer 
chap. Isn't it alt right?" 

"Oh,, yes," I managed to say, "It's 
all right— such funny legal Jargon. 

I Ipoked at tho names of. the wit- 
neaaes, Cultua McTaylah and Low- 
lived Joe, tbe.worst charactera In our 
district , The. document read to the 
old blind 'man had been no doubt de- 
stroy ed. The deed actually signed 
made Polly aole owner of the famoui 
pack-train. My ' friend had- been 
cheato^. 

(TO BE CONTINUED.) 
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QiucUy Yielded To Lydia E. 

Pinkham's VegetcJble 

Compound. 

Baltimore, Md. — " I am mopo than 
glad to tell what Lydia E. Plnkbam'a 
Vegetable Com- 
pound did for me, 
I Buffered dreadful 
polna and was very 
irregular. Ibcovne 
alarmed and aont for 
Lydia E. Pinkham't 
Vegetable Com- 
pound. I took it rcc- 
ularly tintil I was 
without a cramp or 
ptUn and felt like 
another person, and 
It has now been alx months since I took 
any medicine at all. I hope my HtUo 
note will aaslat you In helping other wo- 
men, I now feel perfectly well and in 
tho beat of health." — Mrs. August 
W. KoNDNEtt, 163a HolIIns Street, Bal- 
timore, Md. 

Lydla E. Plnkbam's Vegetable Com* 
pound, mode from native roots and 
herbs, contains no narcotic or harmful 
drugs, ond to^ay holds the record of 
being tho moat successful remedy for 
female Ilia wo know of, and thousands 
of voluntary teatlmonlals on file in the 
Pinkham laboratory nt Lynn, Maaa.. 
■ccm to prove this fact 

For thirty years Ithna been the atand- 
ard remedy for female ilia, and haa re- 
stored the health of thouaonds of women 
who havo been troubled with such ail- 
ments aa disploccmenta, Inflammation, 
ulceration, tumors, irregularities, etc 

If you -want special advfco 
'Write to Lydla 13, Pinkham Med- 
icine Co,, (confidential) Lynn* 
Moas. Your letter will bo opened^ 
read and answered by a woman 
luid held in strict confldenco* 



Many a fellow who lan't a magician 
turns night Into day. 



Niahtly coufhinR and torturinR tlinwt- 
tickle quickly relieved by Dean's llcntho- 
Uted Cough Drop*— Jki at all Druuiat^. 

Time and tide wait for no man. but 
you can't mako a woman believe U 
when she is trying on a new hat. 




Dr. Pierce*! Pleannt Pellets reguUt« 
and invigorate itomach, liver and bowela. 
Bugar-coated, tiny granule*. £aay to taka 
aa candy. Adv. 

There's Many a Way. 

G. Hoy Hill, aecretary of tho Auto 
mobllo club of Minneapolis, bos In- 
vented this: 

A motoriat was telling of a trip 

through tho Red river valley. The 

party, ho aald, came to a atream, but 

nhe bridge had been washed away 

during a cloudbarst 

"After wo got on the other aide we 
found ouraelvea on the flneat kind ol 
a road." he puraucd. 

"Yea," he was asked, "but how did 
you get your car acroaa tho atream r 

"Oh, we juat aat down and though! 
It over." 



Public Opinion, 

Public opinion Is what we think 
other people are thinking; or It It 
what we think other people think w« 
thlDk. When we think we are think- 
ing like other people, then wo think 
they are thinking as we think. That 
Is what we think Is public opinion. 

^Vhen we meet someone who doea 
not think as we think, then wo think 
that. Is not publlo opinion. When we 
meet, or hear of, a number who do 
jiot think Bs we think, then we think, 
that what they are thinking la some-| 
thing contrary to what public opinion 
ought to be, and. Indeed,- will be.- »&' 
soon as they all begin to think as we 
think they ought to think. ' 

Public opinions If of ti^o klnda-* 
what it la not and what wo think Jt 
la. ;0n the other hand, what we thlqk 
la public opinion may not bo what wV 
think It Is. ..' 1^ 



BOTH GOOD AND BAD MEANING 



Innumerable Superstitions Connected 

From Time ImmamorlBl With 

Wild Cresturea. 

There are very many auperstltlona 
connected with wild anlmala. In the 
caao of a Hon, It Is believed that the 
woarlng of a claw of thla animal will 
bring great strength. f . 

People connected with circuses and 
ahowa havo a aaylug that when llona 
get rcatlcss and uncaay, either ill luck 
or extremely bad weather is at hand, 
and that when they' continually waah 
their faces In caMlko faahlon they are 
likely to havo Qta of 111 temper In tho 
near future. 

NuraberloBB aro tlio auporatltlona 
aaaoclated with the tiger. Tho natives 
of India bolievo that Ita whiakerb are 
a deadly polaon, and that when flnely 
chopped and aecretly put Into a- per- 
Bon'a food thoy will aaauredly caueo 
death. What la known na tho "evil 
eye" la greatly dreaded. In India, and 
to avert thla parents bang tho clawa of 
tigera round tho nocka of their chil- 
dren. 

To see a wolf Is auppoaed to be a 



good sign, but If a man sees a woU 
before the wolf sees him, then he 
will become dumb for the time or Iom 
bis voice. 

For a hare to nib across anyone'a 
path la conaldered a very bad aign In 
some parts of England, becauao In 
olden tlmea It was believed that witch- 
es tranaformed tbemselTOs Into.harea 
in order to bring bad luck to their en& 
miea. 



CornpanlonahIp In Solitude. 
Solitude tries a man In a way ao* 
clety doea not, It throws blm upon hla 
own roaourcea. and If tboae resources 
be meager, If the ground bo occuplea 
In and of hlmaeir be poor and narrow 
ho will have a sorry time of It Hencp 
we readily attribute aomo oxtra vin 
tuea to thoao persona who voluntarily 
^mbraco aolUude, whn llvj alone In 
the country or In the woods, or lb 
the mountalna and. find It awieot. W# 
know' they cannot live without con- 
vorao, without aocloty* of aomo aort, 
and we credit them with tho power ol 
Invoking It trom thomaolvoa or elae 
of finding more companionship with 
dumb thinga than with ordinary mof 
tala.— John nurroughm. 



Appetite 
Finds Ready 
Satisfaction 



In a bowl of 




% 



and Cream. 

Thin, crisp biu of In- ' 
dian Corn— * cooked and 
toasted 80 that they have a 
delicious flavour — 

Wholesome 
Nourishing \ 
Easy to Serve 

^^sold by Grocers every- 
where. 
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m wake up with 
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a good taste in yout 
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OMKN have done umch at 
Aleiandrltt, Va., lo pre- 
serve the relics of the 
days of George WnBhing- 
ton. It Ih not the caiiltal 
of the nation, deHplte Ue 
name, thai Is richest In 
intimate a u s o c i a tlons 
with the life of the first 
president, but Alexan- 
dria, >^•hlch atanda mid- 
way between Mount Ver- 
non and the city of Wash- 
ington. 
Alexandria played no small part In 
tile formative years of Washington's 
youth and early manhood. A ropre- 
Rentative Virginia town, it stood then 
and for gonerationa later for all that 
.was heat of colonial standards. Us peo- 
ple had much to do with the molding 
of Washington's character, and Wash- 
IngtonAichly repaid Alexandria, or 
iJell^B^en as !t was first called, by 
lUa^^^ef falling concer^gir Its wel- 
fare nnd advancement, f^^ 

Probably no surviving Btnicturo In 
Alexandria harbored Washington with- 
In Itu hospitable walls more frequently 
than the old Carlylo house, and cer- 
tainly none wob more directly associ- 
ated with tlio foundation of the mili- 
tary i;Ide of his life. Strange* aB it 
may seem, for many years this his- 
torical landmark has been hidden away 
behind the battered" front of Aloxnn- 
tlrla'B once noted hotel, the Braddock 
house, occupying one comer of the In- 
jier courtyard, shut away from the pub- 
lic Knze and denied tHe outlook of the 
broad approach which It once enjoyed 
In thu days of' Ite well nigh baronial 
luiportunce. Until a few years ago 
the Carlyle house waa largely used as 
A storage place by a local dealer in 
colonial antiques, but a few patriotic 
VirKlnIa women saved the building 
from further Indignity, though not en- 
tirely from danger, as the old furni- 
ture round a now abiding place within 
the still more Inflammable Braddock 
house, adjoining. 

in 1732 John S. Cariyle Imported 
from the Isle of Wight the atone of 
which the house Is built, and he ab- 
sorbed for part of the foundation a 
portion of an old fort which bad been 
Itullt many years before for the protcc- 
itlon of the English traders at Hunting 
Crook, as the place was then known, 
'against the Indians. The barracks of 
th»t ancient defense became the cellar 
[of the Carlyle house, and In those 
I cool, dark, dry retreats were stored In 
Washington's day the bulging casks, 
cob-webbed bottles, ond delicious old 
hams for which Virginia has long been 
[noted. 

Another part of the old fort forms 
the pluza at the rear of the house upon 
which tlj^ broad central hallway 

[opens. It was, upon this plaza, in. the 
far Away days, that the Carlyles and 
their guests gathered on Hummer eve- 
nlngti to dlsouBs the questions of the 
time or to pass the hours chatting 
over a. heartaome glass amld^ the 
soothing smoke of the fragrant Orono- 
ito. It was there the young people 

[watched the moon rise over the rlvoi 
and took their pleasures In the decoi- 

[ouH manner of those days. . 

Then, tho gardens run down to the 

[river's bank and overiookod the docks 
»t which the trading traft were moored 
•'ruding craft that cumo from over 



the seas to barter the silks and riches 
of tho oast and the tropic obundance 
of the West Indies In return for the fa- 
mous tobacco with which Alexandria's 
one big warehouse was nilod. That was 
a period of bounteous hospitality and 
courtly grace. 

On the right of the broad hallway Is 
the larKe drawing room. In Washing- 
ton's day it was nnlshed In gold and 
white, and there on many occasions he 
took an active part in ball and fes- 
tivity and led many a fair Vh-glnian 
through tho stately stops of the minuet 
and tho less exacting reel. The hall- 
way Itself, if tradition be correst, le 
not without its sentimental interest, 
for it was at the foot, of the beautiful 
staircase of solid mahogany that 
Washington awaited the coming ot tho 
lovely Sally Fairfax upoft a particular 
evening and while escorting her Irjto 
the ballroom offered her his heart, 
which she rejected. 

On the opposite aide of this same 
hall Is tho blue and white room, which 
was John Carlylc's particular retreat 
Within that room Washington received 
his coramlsBlon as a member of Gen- 
eral Braddock's staff In 1755. What 
that meant to Washington wo can only 
partly divine, but there Is no doubt of 
its significance to us as a nation be- 
cause of what It taught him of the 
fighting ways of the British soldier. 

From tho broad portico of Mount 
Vernon Washington saw Braddock ar- 
rive with his transports nnd his regi- 
ments of red coated soldiery' and pass 
onward to Alexondria, nine miles 
above, coming with the splendid tradi- 
tions of the king's troops and with all 
the martial fanfare of regulars. As a 
leader of the local provincial troops 
Washington had won for himself a 
creditable renown, but here were sol- 
diers supposedly of sterner stuff and 
higher military capabilities. 

General Braddock promptly accepted 
the hospitable invitation of John Car- 
lyle and establlBhed hie headquarters 
under tho roof of that gracious host, 
the little blue and white room becom- 
ing tho council chamber In which were 
planned tho preparations for that mem- 
orable but 111 fated campaign against 
the Indians. Washington's previous ox- 
perlence as a loader of local troops 
against the savages made him wel- 
come at those conferences and hie 
keen Judgment and practical advice 
earned for him Braddock's admiration 
and the Invitation to serve upon the 
British general's staff. It Is enough 
to add that in the trying work that 
followed tho British records testify 
that "tho Virginia ofllcers and troops 
behaved like men and dio'd like sol- 
diers," and Washington came out of 
tho strife unscathed and, riper for the 
far more serious task that lay ahead 
ot him. 

Tho archilocturol student will find 
much to interest him and to warrant 
study In the Cariyle house. The old 
windows, the doorways, the primitive 
cupboards, chulrbonrds. doorsteps, cor- 
nices, molding, etc., are oxqulslto in' 
taste and rich in qualntnoes and olo- 
gance of detail, Thero they aru as 
they wore In Washington's time, nnd 
in common with tho rest of the man- 
sion are regarded as nmoiig tho best 
specimens of tho so-called colonial 
style. 
In February, 1752, a maritet was in- 



stituted In Alexandria nnd the cltlzeua 
were Justly proud of their enterprise. 
The market place then lay directly In 
front of tlio approach to the Carlylo 
house and that samo mart of country 
produce was Intimately IdontlHod with 
Washington's domestic life at Mount 
Venion and was one other means of 
displaying his common sense. We of 
today know but little of tho hardships 
of that colonial period, and feasting 
was not always as abundant as tho 
story book would have It. Hev. Mr. 
Weema, that chatty chronicler of the 
times, tells us that Alexandria then 
bodstod more rightly of its beauty than 
Us means of charming tho palate. 

"The neighborhood of Belle Haven 
was not a desert; on the contrary It 
was In many placce a garden spot, 
abounding with luxuries. But Its In- 
habitants, the wealthy, were not wise. 
By the successful culture of tobacco 
they had money. And having flllod 
their coach houses with gilt carriages 
and their dining rooms with gilt glass- 
es they began to look down upon tho 
poorer sort and totalk about families. 
"Of course It would never do for 
such great people to run market carts! 
Hence the poor Belle Havenltes, 
though embosomed In plenty, were 
often In danger of gnawing their nails. 
And unless thoy could cater a Idmb 
from some good naturod 'cracker' or a 
leash of chickens from tho Sunday ne- 
groes wore obliged to sit down with 
long faces to a halt graced dinner of 
salt meat and Journey cake. 

"This was the order of tho day, A. D. 
'GU. when Washington, Juet married to 
the wealthy young widow Custls. had 
settled at Mount Vernon, nine mllos 
below Belle Haven, The unpleasant 
situation of the families at that place 
soon reached his ears. To a man of 
his character, with too much spirit to 
follow a bad example when he bad tho 
power to set a good one and too much 
wit to look for happiness anywhere but 
In his own boeom. It could not long be 
queatlonablo what part ho had to act 

"A market cart was Instantly con- 
structed.' and regularly throe times a 
week sent off to Belle Haven filled 
with nice roasters, kidney covered 
lamb nnd veal, green geese, fat ducks 
and gobblers, chickens by the basket, 
fresh butter, new laid eggs, vegetables 
nnd frulte of all sorts. Country gen- 
tlemen dining with their friends In 
town very soon remarked the welcome 
change In diet 'Bloss us all,' ex- 
claimed thoy, 'what's the meaning of 
tlfla? You invited us to family fare, 
and here you have given us a lord 
mayor's foast.' 'Yes.' replied tho oth- 
ers, 'thank God for sending a Colonel 
Washington Into our neighborhood.' " 

Cut Off. 

The world Is well awaro that a 
storn kaiser has forbidden his offlcera 
to dance tho tango or to go to tango 
parties. They say that a young lieu- 
tenant met a friend In. the streets of 
Berlin the other day and embraced 
'him with fervor. 
""I'm dying of .loneliness!" said the 
lieutenant. 

"What!" said tho friend, "lonelv In 
Boriln!" 

"Just that," returned the other. 
"You ctfn't go to anybody'*! house any 
more. They all dance the tango."— 
Now York Kvenlng Post 



if you chew this after/ 
every meaL 

The refreshing » 
digestion aiding 
mint leaf juice 
does it 



This 

dean, purep 

healthfuS gum 

purifies your mouth 

—sweetens your breath. It's 

a pleasant, inexpensive, beneficial 

pastime. It brightens ' teeth besides. 
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BUY IT BY THE BOX 

at most de£ilers 
for 85 cents 

Each box contains 
twenty 5 cent packages 

Chew it after every meal 

It stays fresh until.used a 



Their Dull Lives, 
"nich women have no real Joys," 
•*No; the ptorea never have a clear- 
ance sale of diamond necklaces." 



_ Important to Mothera 

Examine carefully , every bottle of 
CASTORIA* a eafe and sure remedy for 
Infants and children, and ceo that it 

Signature of L&/^$^M^^^ 
In Use For Over 30 Yoaro.' 
Children Ciy for Fletcher's Castoria 

Fewer people would have axes to 
grind If they were forced to aupply 
tho rotary power for tho grindstone. 

Only One "BROAIO QUININE" 

To vet tho saoaloa, call for (all name LAXa- 

K. W, GRO VK. CorBi a C okl la Coe Daj. 2Sc 

Not one Is perfect. Even a mule can 
learn something about kicking from a 
man. 




Shipping Fever 

IsflDeou, pink eje, eplxootlo, ditto 
ana all olbrrB, no matUir how " 

dUcMues with 8i>OUN*8 LlOni „ 

dual oftoD onra a cms. One fiO-eeot boule ffnaraaleed to do*sot~ju;t'uirB7 
for brood marw. Acta on tbe blood. EOe aSail TtwYu*?- W ^.TtlD a 

'BAE5niiuoaiam" " "** **™"" "**°^- »»«"'bn™«^Afi. wh6u£ 

#^». 1*. - « 8POIIN MEDICAL CO., 
ChomUta snd BaetorloloslaU, tioaUen, Ind^ lit S, A. 



"Ready-to-Farm" '"'^ISa£;!:i=".'i^.^,S.°f«t^, 



Ua« Roman Eye Balaam for acaldias len- 

The puny child of poor, parents 
would be dolicatQ If thoy were rich. 

Putnam Fadeleaa Dyea are the eaa- 
lest to use. Adv. 

Moat anything la doubtful that posca 
as a euro thing. 



-♦FARMS- 

With Your Home Alreadj Built 

m SOITTHEASTERN MISSISSIPPI 

(70 tnilas from Um Gulf Coait) 

Laod fenced and cleared ready for the 
plow, a Eood DOW house, barn and deep 
well— all these advantapoa on one of 
our 80-acro '*Keadt-to-Fjuim" Fahus 
on very easy terms. Five years to pay 
without interest. No extreme heat or 
cold. The crops will eisUy pay for tho 
land. The BoU Is a sandy loam on which 
you caa raise two fleld crops and one 
truck crop, or three truck crops on the 
same land each year. Thla Is your real 
opportunity for ludopendenco and hap- 
piness. It is the climate and soil for 
truly BUccoEsful farming-. We run per- 

Bonally conducted oxourslonstholGtand 
3rd Tuosdays of every month to see tho 
lond. WrlttiUsandTfewlllBondyoufull / 

pttrUcuIar8andmapofMIssls8lpplFiiEE,if 

E. A. CoBmiet* & Co., (EtU 1869) 40 N. Deu- 
bora St , Cblcage. Dept 5. W. L. Twining Ugr. 







-^ , tudin fluwM 

known. IIUaciu prutiuat* 

prodacl n( t Aoiuantf • of fiow- 
f ■, Uri«r and luura €iniililt« 
tliui Ui« (all Cmbicm, whIU. 
bluah.plni.roat.crluiMin.alc 
TLrlTd atiiwliirt-ntint ca| 
flD«arf«rvuaa,ttc.lli|]«drar 

^.**j5*V Re*". i>»ti'i ii^ 

elvUnp^othrrttadttioSov- 
«Il(#a/rT«/or trial. f«z. • 
Crrao X*lnl(.Iar|tit and 
BoMlotaMAjUit. 

Punay, OtchldHil, HMtb amm 

oithld Miera. 

X'rlmroBet Haw Qiant VMu, 

X*CliIUla, Ilrllllant BmuIi. 

5»°wtouU TomKlo, t>.w 

MUHtMt ajmhadina S«rt NovfUinfor only l o •!■.. 

PliBU »i,d rm n.w if um FBEE to .11 who apply?^;,,. ^; 
Ulla^ Irli, •ifl.. and our atofki an Uit auj *l.a.M*L 

JOHN LEWIS CHILDS. FlocJ P«k. nTy. ! 
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IAD THE STAFF GUESSING 

'ew Reporter's Monumental Bluff At- 

most Deterved to Succeed, But 

He Overlooked One Point. 

Tlio New Reporter {going to the tele- 
?bone and OBtentatloualy atarting the 
nachluory)— Hello, control ! Let me 
mvB 27450, pleaao. (A pauao.) You 
jiddy little thln^l No, I said twou-ty. 
^even, Twen-ty-Bov— Hellol la that 
E745 CT Is Mr. SawgortoeB Bovoy In 
'iw ofllce? -Will you toll him that Mr. 



Jefferaon McAddleter would like to 
apeak with him? Yea, thufa the name, 
McAddlator, Journallet. 

(The other reportora listen In awe- 
struck silence.) 

The Now Iteporter— Is this really 
Mr. Devoy? My name Is— Ah, you 
recognize my voice? You iJerhai>3 re- 
member that I Interviewed you yeator- 
day? WhufB that? Best report? Oh, 
thunk you! You're very kind. I tried 
to make It bo. Has anything turned 
up In regard to that case since noon? 
Well, Sorry to trouble you. Kb? bin- 



nor? You're extremely kind. At Sher- 
ry's? What? And a bottle?' (Surging 
Intereet In the entire staff.) It'a aw- 
fully kind of y9u. Well, any Tuesday 
at eight. But really I— . 

City KdItor(ln his everyday voice) 
— I have Bome work here, McAddlater, 
whoi| you are quite through talking to 
youraelft That telephone has been dis- 
connected since morning. — Puck. 

DangerouB Mistake, ^^/Sf 
A hobb^lB all right, as long as you 
don*t mistake it for a principle. 



Blletii Fight On Their 
Slomaohs ^xLTeT^Lt.S'S 

^pretty Bure to bo a poor fighter. It ia difficult- 
■ fr^^ impossible— for anyone, man or woman, 
I I* dlReation is poor, to succeed in buaineaa or 
I •ociftUy— ortoeiyoylife,. In tablet or liquid fona 



Dr. Pierce's 



Golden Medical Discovery 



belpB weak storaachB to stronff, healthy action— i 
helps them to digest the food that makes the good. ( 
nch, rodblood which nouriehea tho entire body. 

TWavegotableremedy.toapTeatextontputa 
the- liver Into Bctivlty-olls the machinery of — ^^^hb 

K Si j°2?" system bo that those who spend their worUnff hours at the deslf 
behind the co^nte^. or In»the homo aw rejuvenatid to"to vifiotSSrh^^^ 

tlau BOT fiay Dr.Ptre^'g CoromoB Sibm MhMwI JUMmt of 100|£Hn,for Stfti 
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FREE 



It for* hoQM 

Inx of, bujrloc cood 



A tiu«dBn« ■Itlna 
Um FAOnJIn rv 
sud to Cm Uad >j I. 
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HaJI Am., Mwinatu. Mn>, 



HARRY THWrS ESCAPE T.Tl^.11^ V^"^ wu'; 

doDtroQ wrlt« fur UiD diotIui MBDutuctumriiur 
fllma pay |I0 to IIOQ roralnglD Idea. KipisrIitDru nut 
neceeakrr. Wo aboir 700 tiow to wnio and whom 
to BsU roar luirloa. FltlSlS llltuitratod bixiklsu 
X'flNN. ABSIt, noed BliK-, I'miMulpUa, l*k^ ;>epL9 



TEXAS! 



LOOKI LISTEH! THIHK! 

■~^^~T^?!|™ 8 rtxim IwOBP. obundaiit water 
■Opplr. 50.0)0 acmi KInncr lA.nnty. Kor nriooand 

Virginiararmsand Homes 

FnKII0ATAr>0flUH0fc'8lM.KNl>n>JJAUaAIN[i. 
B. U, CUArriN «; CO., luo.« ItloUuioutl. Vii. ■ 
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LAKE VILLA 
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GoorRe Mitchnll spent Sunday in 
Chicago. 

Chna. Rtchanis and (Iuu({hterd of An. 
tioch spent Suturdnv here. 

Otto Lehmiinn and purty spent Sun- 
day at Maple Lime Farm. 

Work on Georj;e Brompton'a cottaRp 
next to his son's house has begun 

Ray Kerr and Miss Elhi Johnson were 
over Sunday guests nt the Kerr home. 

R. E. Hussey and Miss Margaret 
Weber took in a play in the city Tues 
day. 

Mrs. Edna Gihnore of Waukegan has 
been spending somttime with her sis- , 
ter, Mrs. Nelson. 

James Leonard takes part in a play 
at Libertyvillc this week, given by the 
Deerfield Dramatic club. 

Mrs. J. Mitchell. Mrs. Carl Miilcr 
and Miss Margaret Mitchell were Chi- 
cago visitors last week. 

John Rowling, with his daughetMrra. 
Shepardscn spent the week with Mr. 
and Mrs. Dawson at Morton park. 

Mr. and Mrs. Norman Lentzner of 
Oakfield, Wis., were guests of friends 
here from Friday to Sunday evening. 

Ice-cutting has begun in earnest af- 
ter our recent cold wave, and horses 
and men are busy puttingup the annua) 
supply of ice. 

Herbert Nelson is able to be out 
again after quite a severe injury caus- 
ed by a blow from an iron pipe while 
the well was being repaired. 



L., 



RUSSELL 



Everyone is enjoying the sleighing. 

Aaher Crittenden is vifliting at Grays- 
lake. 

Allen Dixon our tax collector is busy 
on his books. 

Many attended the Farmer's Institute 
at Gurnee on Friday. 

ClifTord Chase of Portland, Oregon, 
called on friends here Sunday. 

J. H. Kelly will give another dance 
on Friday evening. All are invited. 

Miss Esther Bushman left for Chica- 
go Saturday Where she will stay for 
some time. 

John McCann died at Wuukegan on 
Monday night after a short illness. He 
has made his home around Russell the 
past year. 

Murrie Bros,, have added a new nd' 
dition to their barns, expecting to put 
in a milking machine in the near future. 



srltlih Fond of Hunting. 
How greatly hunting ontr«rs Into 
Britlah. social life la .shown In tho 
fact that thoro are, according to a ro* 
cent computation, -luti recognized 
packs of hounds in tho United King- 
dom. Of theao England has 364 
packs, Ireland 75 packs, and Scotland 
17 packB. In round numbnrs, the packs 
which hunt the fox and door total 
some 9.0UI) couples of hounds, whllo 
of harrlofs and beagles there are 3,500 
couplen. 



Took His Chance. 
"I supposo, my poor man," salU tho 
woman nilsBlonary, "that you never 
had a chance" "I certainly had, 
mum," replied tho convIcL "1 took 
it, and that's why I'm hero." 
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C. M. Bishop spent last week in Chi- 
cago. 

F. R. Snyder spent last Thursday in 
Keeojha. 

Mrs. A. H. Bottlemyof Walworth, 
spent last week here. 

Herman Smith of New Munster, was 
seen here Thursday. 

C. H. Whitcher made a business trip 
to Kenosha last Thursday. 

R. E. Murdock attt^nded the Hard- 
ware convention at Milwaukee. 

B. S. Benson ami Andrew Hanson 
wjre in Kenosha last Wednesday. 

Jimmie Hanson formerly of this place 
is very sick in a Kenosha hospital. 

Miss Florence Munlock of Racine 
spent Sunday with her parents here. 

Mrs. Clarence Bolton and Minnie 
Molesky were in Kenosha Wednesday, 

Quite' a few from here started work 
on the ice at Paddock's Lake Monday. 

Miss Patra Hanson is now a Normal 
graduate, having finished the completed 
course at Whitewater. . 

Mr. and Mrs. Gordon Brown enter- 
tained a few friends Saturday evening 
in honor of their guest, Mrs Bottlemy 
of Walworth. 

Don't forget the last number of the 
Lyceum course to be given in the Bris- 
tol hall on Saturday night, Feb. 1-1, 
Osceola Pooler in a unique program of 
reading. 



HICKORY I 

I ,. ^ -^ ! 

Mrs Simion Ames spent Saturday at 
Gurnee and was accompanied home 
by her mother. 

The cemetary society meets Febru, 
ary the 19th, at the church. Dinner 
served by Mrs. Holtenbeck and Savage. 

On last week Saturday Agnes Peder- 
Ben entertained .'a few of her friends 
and school-mates in honor of her 12th 
birthday. 

Mr. and Mrs. D. B. Webb gave a six 
o'clock dinner party last Thursday 
evening to the friends and neighbors 
on Webb street in honor of Mr, and 
Mrs, R. Worth. 

On Thursday evening of last week 
the many f?fends of Mr. and Mrs. Rollo 
Worth of Webb street gave them a 
kitchen shower. Mr. and Mrs. Worth 
left Friday morning to their new home 
at Gurnee. 



SILVER LAKE 



Alice Miller visted friends here last 
;week Friday. 

Misa Floranee Mathews spent Satur- 
•day in Burlington. 

Mrs. Dixon of Union Grove, was a 
'-viator here Inst week. 

Mrs. Dewilt Dixon visited at Mc- 
Henry part of last week. 

Owen Runyard and wife of Svllivan, 
Wis., visited here Thursday. 

^Irs. Theo. Hueming of Burlington 
visited here one day last week. • 

Martie Schenning is clerking in Dal- 
ton's store, during ice cutting 

Roy Bufton attended the hardware 

convention in Milwaukee recently. 

t 

Miss Margaret Gallagher attended 
church in Burlington last Friday morn- 
ing. 

Mrs. VanWie celebrated her eighty- 
first birthday last Monday, with a 
postal card shower. She received over 
one-hundred. 



I MILLBURN I 

A. Trux spent Thursday in Chicago. 

Earl Crawford attended the Farmer's 
Institute Thursday. 

Will McCarthy and wife were Wau- 
kegan visitors Friday. 

Frank Crawford and wife of R''8sell 
spent Sunday at J. Chopes'. 

Miss Jean Armour returned home 
Friday from Round Lake. 

Ray Bocken of Chicago visited sever- 
al days with his mother. 

Harriet Williams, reader, will be at 
Millburn church, Monday evening, Feb- 
ruary, IG, 



OrlQln Not to Bo Traced. 
Outside of Ulster tho Irish aro main- 
ly o( Ccltto stock, but tholr origin Is 
lost in antiquity. 



^^•{tr 




Quality of Your Thoughts. 
The happiness of your life dependt 
upon the quality of your thoughts; 
thereforie guard accordingly. — Marcui 

Aurelius. 



Question of Sentiment. 
If you like the girl, she's vivacious; 
otherwise, she's too blamed nolsy.~A^ 
cblson Globe. 



Economical p r o -^ 
duction is essential I 
in successful man- 
ufacturing. But 
its realization de- 
mands the con- 
ditions for it. 

If any plant large or 
smajl 18 fitted with steam 
driven machinery, its 
operating expense fig- 
ures out one of the larg- 
est items in the general 
cost sheet. ' It throws 
away power at many 
places between the en- 
gine and the tool. Fol- 
lows then that a form of 
energy that delivers its 
maximum at the point 

wanted, writesthis item in 
lower figures. You have 
that in 

Electric Power 

Theres no waste about it. 
It responds with just the 
power required— no, more, 
noless. If it had no other 
distinction this would be 
enough to place it in a class 
alone. But this is only one 
of its numerous features of 
superiority and the mani- 
festation of all is as mark- 
ed in a small shop as a big 
one . , 

ilf you operate any kind of 
I machinery let us talk to you 
about Electric Power 

Public Service Co. 

OF NORTHERN ILLINOIS 
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Need Fear No Enemy. 
The gigantic devllQHli oC southern 
%vatera; 'which will grow to 20 feet lu 
\7ldth, bears but a alngle young one 
at a birth, the mother retaining It in- 
BlUo her body until it boa grown to 
be four feet broad. The youthful devil 
llBh coming into the world so big Is 
iu but little dunger of an ei^einy. 



The Germans have a happy way of not- 
ing down the birthdays and anniversary 
dates of their relatives, friends and ac- 
quaintances, and sending some little token 
each year at the right moment. 

This is a practice worth adopting in the typical 
American way, extending congratulations over 
the telephone. Letters of congratulation lack 
the warmth of feeling that lies in the spoken 

word. 

'* ■■ . 

The ..Long Dt<ltance Telephone is easier, quicker and less 
, formal than a letter. It is more considerate and carries tb« 
intimate personal touch so likely to be lost otherwise* 

Use the Long Distcuice Lines 



CHICAGO TELEPHONE COMPANY 
i Chat. T* Ford, District Manager 

'[ 
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THE NEW GRADES FOR CORN. 

Mr. Clark S. Wheolor, Ohio Collogo 
of Agrlculturo, ditfcUBBoa this vory In- 
lerefltliiB Bubject In n recent Isbuo of 
the Ohio F'armor. In part ho says; 
"The MOW gradoB for corn do not 
prenont a radical departure from the 
present Hystom.. Thoy seek, rather, a 
more complete rcallzntlor. of thoae 
ends fcought but only partially uccoin- 
pushed under tho present Bysteni. 
. . . What then determines tho 
quality of commercial corn? Klrat of 
all Is the presence of moisture. Corn 
Is valued largely according to t.hc 
amount of water It contains." . . . 

"There arc two reasons why Ihle 
dlfTcrence In moisture content should 
exercise such an Influence on the price 
of corn. In the first place, water Is 
not corn. The more water we have In 
a bushel, tho loss corn we have. . . . 
At first thought. It might seem as if 
the difference were trivial, but an ex- 
amination of tho accompanying table 
will show what n difference n few per- 
cent. In the moisture content makes: 
"Table Showing Effect of Moisture on 

Value of Corn. 

Cuiiipiirnilve 
I'ropoMcd Molnture viilut>, t'l-nta 

iii'W Krndf. p«T ireiU. pt-r Iiu.hIh'I. 

I H.O , 5:'.0( 

Z ...i.. i:...*. ' 51.13 

.Stamlrird .17.» SO.oo 

3 ^ 1S.5 4S.(;S 

4 21.5 47.5') 

ii irs.O 4S.ft> 

SumpI^ Kniilo (;2%> 45.39 

"When corn containing 17 *^ per 
cent, of moisture Is quoted at 50 cents 
per bushel, corn containing four per 
cent, of moisture is worth only ^1^/t* 
from tho mere fact that there is less 
corn. Ab a matter of fact, It Is not 
worth that much for reasons which 
will bo shown later, *LlkewlBc. corn 
containing 3^,^ per cent. less moisture. 
Is worth 52 cents a bushel. Between 
corn containing 25 per cent, moisture 
and Umt with a content of 14 per cent, 
there Is a difference of nearly seven 
cents a bushel, all on account of the 
moisture content." 

Maturity the Great Question. 
The Importance of maturity In corn 
cannot be over-eallmated. The farm- 
er of the middle west annually In- 
vests mllllonK of dollars In his corn 
crop. Ii Is dollars and cents to him 
to Influence tho quality of his crop so 
that he may reap the greatest return 
possible on his investment. 

There ore at least three deflnitd 
causes for Immaturity of corn, (tst) 
At' harvest time, climatic conditions 
vary. Within the lust decade there 
have been years when a great , deal 
of rain fell during the latter part of 
the rlpeniug season. Sucli u condition 
makes Jt almost Impossible for corn 
to dry out. 

(2d) lu the farmer's anxiety to 
grow more corn per acre, he has some- 
times purchased seed of a long-eared 
variety or strain of corn, grown a hun- 
dred miles south of htni. xAs a rule, 
such corn has been produced where 
there is a growing season from 10 to 
15 days longer than that which Is en- 
Joyed In his district. When such seed 
is planted the result nearly always Is 
that the first killing frost of autumn 
catches his corn when tho ears are 
well formed, but before tho kernels 
have become solid and ripe. 

CId) The most serious cause of Im- 
mature corn in tho middle west Is un- 
doubtedly the falling supply of that 
element of plantfood which goes to 
the maturing of the car — namely, phos- 
phoric acid. A chemical analysis of 
corn belt soil shows It to be lacking 
in this Important element of plant- 
food. Undoubtedly, » .every farmer 
reading this article lias found that bta 
corn crops are harder to niAture as 
the years go by. This la because 
available phosphoric acid Is too lim- 
ited at the time the corii needs U for 
the maturing of the crop. 

In growing corn that will grade 
high, it Is Importa'in to give the crop 
an early, vigorous start and to hastcti 
the filling of the kernels and ripening 
of the ears; Many successful farmers 
In the Middle West are finding It prof- 
itable to supplement bara manure 
with a liberal application of a fertiliz- 
er carrying a medium to snaU supply 
of ammonia, a large supply of avail- 
able phosphoric add and a moderate 
supply of potash. It is common prac- 
tice to apply this through tho fertil- 
izer dropping attachment of tho coft 
planter. 

Co^;n plants that have a good aupply 
of available nitrogen, start an early 
vigorous growth before the tempera- 
ture of tho soil Is Buinclently high to 
Invigorate tho bacteria which let 
loose the organic ammonia In theisoll. 
When the ears are formed, tho Impor- 
tant thing la to have an abundant sup- 
ply of available phosphoric aclB com- 
bined with potash, which cansea the 
maximum filling of the kernel. If 
such provision was more generally ob- 
served by the good farmers of the 
Middle West, who are giving such wlao 
care to preparation of seed bod and 
cultivation of tho ^lorn crop» undoubt- 
edly the records would show J-eat In- 
creases in the higher Tradea of. com. 

Sound, well-matured com has been 
found by leadlrig experiment Btatlons 
to be much more profitable In feeding 
ratloaa than Immature, d^aouad corn. 



FERTILIZINQ FOR A SINQLE CM^>.». 



, (From Wallacoa Parmer, Januarf iB 
{ and 23.) 

'j A Mlsaouri subscriber writes: 

*'! have some land rented for this 
year that has been rented a number of 
years, and put In corn, and 1 will have 
^tb" plant corn on somo of It again. 
What kind of fertilizer Is best for 
corn, and what kind Is best for oats, 
where tho object is to got the most 
money out of tho crop the flrat year 
for tho amount expended, without re- 
gard to how the physical condition of 
the soil Is loft? Dnrnyard manure la 
not nvallahlo.** 
In regard to tho problem of our 
I Missouri correspondent, as presentod 
I In our Issue of January Ifi. Professor 
'I Miller, of tho Missouri exporlmont 
station, writes: 

"Ueplylng to your correspondent's 
inquiry regarding tho best fertilizer 
for corn In Pnlaakl county, .Missouri, 
regardless of the effect ui>on the land, 
I will say that tho application .of 80 
to 100 pounds of fertilizer In the hill 
or drill with a fertilizer planter Is to 
bo recommended on land of fair fer- 
tility In that section.' The kind of 
fertilizer to use la' preferably one of 
the mixed fertilizers, containing 
around two or three per conL nitro- 
gen; eight pr ten per cent, available 
phosphoric acid, and two to live per 
cent, potash. Our experiments have 
shown that what Is called a 2-8-2 fer- 
tilizer In the' hill for corn, applied at 
, the rate of 100 pounds per acre. Is 
! very often Just as good as a higher 
grade fertilizer, such ns a 3-8-r.. So 
much depends upon seaRons' that no 



absolute recommendations can be 
made. A dry season with over 100 
pounds of fertilizer in tho hill or drill 
almost invariably results In some llr- 
. Ing of the corn. In moist seasons, 150 
I. pounds per acre may pay better than 
SO or 100 pounds. Per dollar Invested 
In fertilizer, however, the smaller ap- 
plications are Invariably the more re- 
munerative, consequently our general 
. recommendation la to apply not over 
' 100 pounds per acre. Bono meal ap- 
j plied at the same rates gives very 
good satisfaction, but In general tho 
mixed fertilizers are preferable. 

"On very thin land In southern Mis- 
souri (and Pulaski county has a good 
deal of this klnd^of land), the appli- 
cation of larger quantities of fertiliz- 
er, usually from 150 to 200 pounds per 
acre, -with a fertilizer drill- ahead of 
j the planter, is more remunerative than 
* hill fertilization alone, or what la 
i sometimes done, apply 150 to 200 
I pounds of fertilizer with a fertilizer 
j drill and 50 to 75 pounds In the hill, or 
1 drill with a fertilizer planter.' The 
fertilizers to use In this case are the 
same as Indicated above for the land 
of fair fertility. On lands of medium 
1 fertility, however, It does not pay 
nearly 'so well to apply largo amounts 
of fertiilztft* ahead of the planter. It 
la best In such cases to depend more 
upon hill fertilization for the .imme- 
.dlute corn crop. 

"It should, of course, be understood 
that these recommendations are for 
renters or for men who must have an 
immediate crop. The man who Is not 
pushed for Immediate returns should 
not depend upon fertilizers alone, but 
should combine the use of fertilizers 
In tills way with other more construc- 
tive systems of soil management, such 
as rotation, manuring and legume 
growing." 



A Suitable Home for Bacteria. 

Itacterla. like all other forma of life, 
must have suitable living quarters. 
There are two great classes of 
bacteria. One , class likes to live 
in places where very little air and 
no sunlight reaches them. The>; 
are destructive In nature, and If 
allowed to reproduce In quantity, 
tliey let loose valuable plantfood from 
manures and soils. The second ciasfi 
loves the alr^ but must not have, the 
sunlight. In fact.' sunlight la deadly 
to all bacteria. They benefit the soil 
and thrive when there Is sufHclent cir- 
culation of hir and sufllcleht moisture 
and organic matter to maintain them 
These bacteria require food rich in ni- 
trogen. In the soil, bacteria llnds suit- 
able material on, which to live in rot- 
ting vegetable or animal matter. This 
fact suggestB a point of great Im- 
portance to the farmer. He must keep 
blB soil well stocked with organic mat- 
ter or humus If bacteria In hia aoll 
are to thrive. Moreover, ho must 
keep the soil sweet. DUcteria cannot 
live in a sour soil. Sourness Is indi- 
cated by the lack ot clover or pres- 
ence of moss or sorrel on the soil. 
The fact that beneficial bacteria are 
so dependent upon air, points out to 
the farmer- that It Is necessary to keep 
hlB Bolls In a good state of tilth. 
How Fcrtlllzera Help Bacteria. 

Besides the soil being sweet and 
well tilled, bacteria will thrive beat 
whore there Is a good supply of avail- 
able plantfood. Doctor LIpman. direc- 
tor of New Jersey experiment station, 
says: 

"We have been carrying on Bomo 
work ou tho effect of various fertil- 
izer materials on' tlie activity of soil 
bacteria. We find that lime, soluble 
phosphates and nitrates stimulate tho 
activities of ammonifying bacteria. 
These and other ingredients also 
stimulate the development of other 
soil bacteria." 

In vlew^ of the "great work that bac- 
teria are doing for the farmer. It la 
greatly to his profit to keep his soil 
well drained and see ihat organic mat- 
ter Is replenished as needed, that tho 
soil 1b Bweet, and above all. that there 
Js an abundant aupply of available 
plantfood. Borne ot' the plantfood, of 
course, cornea from manure, but that 
whloh invigorates bacterial actlvltyt' 
and conaoquently ineana more fertile 
Boll, la very profitably auppllod by a 
liberal application of aultable fertil- 
iurs, ■ 





;;"WASSOLIKfcA\Wi 



By CLIFTON BINQHA 




"It was. BO like a manl" That wa» 
what tho girl said. The girl's \iam» 
WAR Cloudio Martyn, and she haiT^ust 
become disengaged to the man in' 
question. That sounds so much nicer 
than £.aying she had Jilted him: which, 
in fact, was not quite the truth, be- 
cause it waa Cloudlo'a mother who had 
persuaded her to ace tho attractions, 
personal and real, of Somebody Else 
In a brighter and more vivid light than 
those poseosscd by tho Man. 

She .had been engaged to tho Man 
two months, and disengaged to him ex- 
actly two houra. She had been very 
fond of him at tho outsoL 

His position was oxcollont. and hla 
morals unimpeachable,' barring tho 
said fact that ho had been known to 
attend morning service at St. John's 
In boating Oannela. But Mrs. Martyn 
had discovered SomeUbdy Else whoso 
position was even more excellent atlli, 
and whoso moral character i>osBossed 
no flaw whatever. An Imperceptible 
change occurred In Cloudlo'a manner 
towards the Man. The Man, though 
a mere Man. noticed It. He' spoke; 
she resented it; they quarreled; it 
was all over, 

"How would ho take It?" thought 
Cloudio. Of course, obviously, Ilko a 
Man— fighting. 

"If you do not write me," ho told her, 
"by Blx o'clock today, recalling all 
you have said I will ahoot myself. I 
don't care. It sounds bombast, but to- 
morrow you will know that It la not. I 
mean it. 1 will not give you up; and 
if you throw mo over» I will do aa I 
have said." 

"It waa 6o like a Man!" said Cloudio. 
But though she laughed when tho Man 
had gone away, she did feel a tiny bit 
uneasy at heart about him. He had 
been very fond of her, very -true to 
her, and was really a man, not a love- 
sick boy. 

Tho Man etrode away with a. set 
face. His pride had been touched'to 
the quick; and ho cared for her. Lit- 
tle light flirtations he had had by tho 
Bcoro. But nothing had over gone, bo 
deeply with him aa this. 

He had believed in her thoroughly, 
though she had been cold to bim Bomor 
times, at others coquettlah, and at no 
time at all demonstrative. Still, she' 
was a woman. He could not expect' 
her to shon' him such devotion as waa 
In his heart for her,' and which he, bo- 
Ing a man, was afforded many oppor- 
tunities of displaying. And now, aho 
had thrown him over, "It was so Ilko 
a woman I" said tho Man, bitterly. V 

He strode homo, shut himself Into 
his room, and sat down to^^'^alt until 
six o'clock. 

U was a pleaaajit._*ft.^ X^t for 
cycling. The Ulvercourt'roli 
fairly level and seldom very muddy. 
Cloudle, cycled well, and, being a 
hearty, healthy English girl, enjoyed 
her spin Immensely. Now and then. ' 
she bethought heraelt of her lover andi 
smiled. She met Somebody Else a 
mile out of Rlvercourt, and returned 
his* bow with a pretty blush. . ' 

Rlvercourt church chlraee rang outi 
the half-hour past bIx. Cloudle's heart 
gave a great spring within her. Sup- 
pose — Buppo8&~Buppo8e ho should 
have meant what ho Baldl She waa 
riding past the river now, and the light 
was beginning to fade. The running 
stream looked suggestive of horror. 
OhI why had ehe not wrlttenT She 
could have written and temporized,! 
tliat would have beon easy. But it wca 
too late. 

A ahot rang out on tho darkening 
air. It atruck a pang of fear to 
Cloudle's heart. Her knees trembled 
Bo that she could not ride.' 8ho dla- 
mounted and wheeled her machine be* 
Bide her until aho reached a aeat be- 
side tho river. She Bat down and 
tried to think what to do. 

Somo one sitting upon tho next aeat 
atruck a match and lit a cigarette. 
Something In the action eeemed fa- 
miliar. Cloudle roae to her feet and; 
began to totter tremblingly towarda- 
tho smoker. At the same moment ho. 
roae and went towards tho river, Aai 
be Btood looking at tho turbid Btream^: 
rapidly darkening In the twilight^ 
something silvery, shining, auggesUve^ 
gleamed In his hand. 

Cloudio gave* a wild rueh forward 
and almost fell at hie feot. 

"Frank, Prank, nol" aho cried, and, 
burst into Incoherent tears. 

Picking her up, and putting hl6 arma 
about her, tho Man klssedyher tbn« 
derly. ^ ' 

"My darling, what Is tho matter?" 

It was some momenta boloro Cloudlei 
could apeak. 

"Say, you did not mean it— any you 
tlld not moan it I'' she cried,- clinging/' 
to her old lover. 

"Mean what?" aaid tho Man. 

"What you told me." 

For answor tho Man klesed he> 
mouth, now uplifted to hla. 

"But that— that In your hand?" 

"The silver cigarette case you gave 
mo on my birthday^ Cloudio dear." 

"OhI" ■ . 

••What did you think It waa?" d©-^ 
manded the Man. Then a light liroko 
in upon him; to hla credit be. k said, 
that though tompted to laugh, he gatht 
erod the woman ho loved Into bis arms^ 
and kiaeed her again and again.- '.'., 

"I need not write, Frank?" said'alioj 
through her teara. 

•'No,'*aaIdthoMan. 
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"And you will 
yourself?" 

"No," said ,tbo Man. 

"Klaa me, klsB me Frank!" ! 

It was so Ilko a woman T But :Ui«| 
fMan Idaaed her, and aald nothing, v^ 

Bo like a Maul 
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